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FOREWORD 

Unification of the Armed Forces is unequivocally interwoven 
with unified supply management. The Single Manager Concept is but one 
expression of that unification; it is a link in the whole chain of 
developments which surround the unification movement. 

It is the purpose of this paper to set down in a general Way 
something of the historical background which led to the Single Maneger 
System, something of the principles that underlie it and the elements 
that make it up, and to place it in its proper perspective. 

The opinions expressed herein are personal and are meant in no 
Sense to reflect official opinion of any of the Services. 

The assistance of LCDR. E. M. McDonough, SC, USN and Miss M. E. 
Haggart, Bureau of Supplies and Accounts Library, in developing background 


material, is gratefully acknowledged. 
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CHAPTER I 


INTRODUCTION 


On 1 May 1956 Department of Defense Directive 5160.14 was 
promulgated. This regulation was closely followed on 3 May 1956 by 
Department of Defense Directive 5160.11. With these directives, Single 
Manager Service Assignment for Traffic Management within the United 
States and Single Manager Assignment for Subsistence, there came into 
being the Single Manager System for the management of common-use items 
and common services in the Department of Defense. 

The Single Manager concept for supply operations is but another 
Step in the continuing struggle between military and civilian elements 
of the United States Government for control of the military supply 
Systems, It has been going on with varying degrees of emphasis almost 
from the days of the Revolutionary War. Currently, this conflict is 
centered around a proposed "fourth service", under civilian management, 
which would take oe all non-technical supply and non-combat service 
activies of the Army, Navy, end Air Force. The Single Manager System 
is the Services' rebuttal to this proposal. 

The term, Single Manager Concept, actually encompasses two 
frames of reference, the "Single Manager" and "supply management". A 
Single Manager is the Secretary of a military department designated by 
the Secretary of Defense to be responsible for the organization and 


operation of a particular Single Manager Assignment for specified 





categories of common-use items or common service activities. Supply 
management is the exercise of direction and control of all phases of 
supply operations, including the functions of cataloging, standardization, 
net requirements determination, procurement, production, inspection, 
storage, distribution, disposal, transportation, maintenance, and 
mobilization planning. It is in terms of these two frames of reference 
that the Single Manager System will be examined. 

To place the concept in its proper perspective, attention will 
be focused on the historical influences directed toward the unification 
of the military supply systems by forces outside the services, together 
with approaches toward the same end which have been achieved through 
service-wide coordination and cooperation. Likewise, the efforts of 
the Department of Defense to carry out Congressional mandates will be 
considered. Those Single Manager assignments already functioning will 
be examined, and an effort will be made to point up some of their 
accomplishments and deficiencies. Finally, consideration will be given 
to the future outlook for the concept, its capabilities, its potential, 


and alternative systems which might bear scrutiny. 


lpepartment of Defense Directive 5160.12, Policies for 


Implementation of Single Manager Assignments (Washington: 31 Jan. 2956). 
pp le2 
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CHAPTER ITI 
HISTORICAL AND EVOLUTIONARY ASPECTS LEADING ‘10 
THE SINGLE MANAGER SYSTEM 

The World War I and World War II periods. ~- & complete review 
of the forces which have been important in the development of efforts 
on the part of the military to solve its supply and logistics management 
problems must find its inception at least during the period of World 
War I. 

In World War I, competitive bidding, both within the U. S. Army 
and by the Army, Navy, and Allied Provisions Export Commission, had 
resulted in exorbitant prices and maldistribution of food for both the 
military services and the civilian population. This situation necessitated 
the creation of a Food Purchase Board for the purpose of coordinating 
purchases for all military subsistence. However, after the war, with 
troops few in number and widely dispersed, the procurement of military 
Subsistence items had little market impact. Acccorcingly, centralized 
direction and coordination of food procurement was abandoned. 

During the periods between World Wars I and II, military matters, 
for all practical purposes, were of little importance relatively, and 
national attention, for the most part, was directed toward other problems, 
principally those of the great depression. 

In the late 1930's, however, as the clouds of war began to 


darken on many horizons, concentration again began to be centered on 





luniversity of Washington, Bureau of Business Research, 
Subsistence Procurement for the Arined Forces (Washington: October 1952), 
0.25 








5 
issued all inclusive directives to the effect that Naval activities 
must participate.4 However, aS the market centers assumed increasingly 
greater increments of subsistence procurement for the Navy, Navy Market 
Offices were established at these centers and staffed with Supply Corps 
personnel, 

During World War II, other areas of coordination of procurement 
were effected to varying degrees. Central procurement of lumber was 
expanded with the establishment of a Central Procurement Agency in the 
Army Engineers Corps in 1942. Procurement of fuel was accomplished on 
a joint basis. Informal cooperation between the Army and the Navy in 
the procurement of medical supplies, chemical warfare equipment, tractors, 
Small arms, and small arms ammunition was also accomplished.? 

Experience during World Var II indicated a still greater need 
for some means of further coordinating military procurement. Feeling 
not only that further coordination of procurement in connection with 
large classes of similar material purchased by various Services and 
Bureaus was needed, but also, that there was a danger that the coordination 
which had been achieved might be lost after the war was over, the 
Secretary of the Navy, James Forrestal, and the Under Secretary of the 
Army, Robert F. Patterson directed a study of the subject by Captain 
Lewis L. Strauss, USNR and, ,Colonel William H. Draper, Jr. As a result 
of the Strauss-Draper keport the Army-Navy Medical Procurement Agency 


was established in 1945. The Army and Navy also located their procurement 





‘university of Washington, Bureau of Business nesearch, 
Op. cit., pe 





Commission on Organization of the Executive Branch of the 
Government, Task Force on Procurement, op. cit., p.De2 





i 


6 
offices for textile and clothing items in a single building in New York 
City. By this arrangement it was hoped that the procuring officials 
of the two departments would keep each other advised of their respective 
actions, thereby achieving some of the advantages of unified procurement. 

The Strauss-Draper studies might well be taken as the seed 
from which the Single Manager System was sown, It was certainly the 
first formally organized attempt to explore the possibilities of inter- 
service logistic organization, and with it, the era of informal practices 
ended and the era of integration began. 

During the period covered by Viorld Wars I and II a continuing 
and growing recognition had developed in the military services that 
advantages could be achieved by coordinated procurement of various items 
of supply. Nevertheless, it is singularly significant that at no time 
during this period was any serious consideration given to the coordination 
of other elements of the supply system---storage, distribution, inspec- 
tion, etc. While it is true that War Department planners developed 
proposals for a single or common supply service during World War II, 
the performance of supply functions other than procurement remained the 
exclusive province of the individual services, and the Strauss-Draper 
studies merely commented: We believe that closer coordination in these 
areas would be found entirely possible and highly desirable”, 

Post Viorld War II Developments. = With the yeer 1946 there 
began a series of developments in the U. S. military logistic organization 
which were to culminate in 1954 and 1955 with the "Single Manager" plan 
for supply management practices, and the actual implementation of that 


plan in the Spring of 1956 by direction of the Secretary of Defense. 
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The U. S. Army in January 1946 announced its plan for "Merger". 
The Army plan defined "Merger" as a combining of all U. S. military 
forces in a single military department, a tightly integrated vertical 
organization, with a single Chief of Staff to command and a Single 
military General Staff to coordinate the combat branches of the Arny, 
Navy, Air Force, and the supporting services. 

The significant part of plan "Merger" from the point of view 
of this study, however, is that the first active step is taken to 
implement a "Fourth Service of Supply". ‘'Merger” defined the fourth 
service as the primary supporting service for the combat branches; and 
to consist of the technical services of the Army, the Air Materiel 
Command of what is now the Air Force, and the technical bureaus and 
the supply bureau of the Navy (to the extent these could not be absorbed 
by the technical services of the Army) combined into a command similar 
to the World War II Army Service Forces. It is important to note that 
the Army concept of a "fourth service" envisioned military staffing 
and control, whereas the present day concept of the fourth service 
places emphasis on civilian staffing and control. 

In May 1946 a Navy plen defined "Unification" was promulgated. 
"Unification" proposed a plan for an organization to coordinate relatively 
autonomous military departments. It called for central policy coordi- 
nation of procurement (including production) and the distribution 
Systems of the military departments under a Munitions Board. It was 
this plan which was selected by the Congress as the primary basis for 


the National Security Act of 1947. 
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Another noteworthy event occurred in February 1947 when the 
Navy initiated the "Integrated Navy Supply System", This system was, 
in fact, a comprehensive plan for the accomplishment of all aspects of 
supply support for the Navy. It provided for a single inventory con- 
trol point for each broad category of items. The basis of the plan 
lay in the definition of the "Technical - Supply Team", and the de- 
lineation of the functions of the "technician" in relation to those 
of "supply manager" together with the organizational scheme for 
coordinating the efforts. The plan provided for restoring the Navy 
policy of carrying all stocks of material under a singly-administered 
system of supply centers, depots, and supply departments. 

When the framework of the Single Manager System is examined 
in a Subsequent chapter, its similarities to the Integrated Supply 
System of the Navy will come into sharp focus. 

The National Security Act of 1947 and Unification. - As 
personal Chief of Staff to President Roosevelt during World War II, 
Admiral William D. Leahy had responsibilities for coordinating the 
military efforts of the War and Navy Departments. The creation of this 
position was the first step toward the unification of the Armed Services. 
After the war, James Forrestall as Secretary of the Navy appointed 
Mr. Ferdinand Eberstadt to make a study addressed to the question 
Would unification of the War and Navy Departments under a single head 
improve our national security; and, what should be the form of postwar 
organization for Defense?" The Eberstadt Report actually became the 


foundation on which the National Security Act of 1947 was built.® 





commis sion on Organization of the Executive Branch of the 


Government, Business Organization of the Department of Defense, 
(Washington: June 1955), Appendix B, pp.144~-145 
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The first definitive action toward unification was accomplished 
with the founding of the National Military Establishment in July 1947 
in conformance with the provisions of the National Security Act (PL 253, 
80th Congress). Problems of military supply management were over- 
Shadowed at the outset by those concerning the basic organization and 
combat missions of the Armed Forces. However, Section 202 of the 1947 
Act provided that the Secretary of Defense “take appropriate steps to 
eliminate unnecessary duplication and overlapping in the fields of 
procurement, supply, transportation, storage, health, and research". 
This Act also provided for the establishment of the Munitions Board, 
the duties of which included: 

a. To coordinate the appropriate activities within the National 
Military Establishment with regard to industrial matters, 
including the procurement, production, and distribution plans 
of the departments and agencies comprising the Establishment; 

bd. To recommend assignment of procurement responsibilities among 
the several military services and to plan for standardiZation 
of specifications and for the greatest vracticable allocation 
of purchase authority of technical equipment and common-use 
items on the basis of single procurement; 

c. To make recommendations to regroup, combine, or dissolve, 
existing interservice agencies operating in the fields of 
procurement, production, and distribution, in such manner as 
to promote efficiency and economy. 

Munitions Board Studies. = To examine the feasibility of 


assigning to a single department the responsibility for procurement, 
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10 
distribution, including depot, storage and issue, and maintenance of 
common categories of supply, the Department of Defense charged the 
Munitions Board in 1951 to initiate a series of supply system studies. 
Of several categories eligible for consideration the medical and dental 
category was selected initially. <A significant facet of these studies 
was a test now commonly referred to as the “Alameda test". In this 
particular test, the Army Medical Depot, Alameda, California, assumed, 
in addition to its then established mission, the logistic responsibility 
for depot procurement, distribution, and depot maintenance, of medical 
and dental supplies and equipment for all activities of the U. S. Navy 
including shore, fleet, and overseas activities then receiving medical 
supply support from the Naval Medical Supply Depot, Naval Supply Center, 
Oakland, California. 

In addition to its study in the medical - dental area similar 
studies were also undertaken by the Board for the categories of auto- 
motive supply systems and subsistence supply systems. 

The "Bonner Bill" and the "O'Mahoney Amendment". - In 1951 
a Subcommittee of the House Committee on Lxpenditures in the Executive 
Department under the chairmanship of Representative Bonner reported to 
the House of Representatives that serious deficiencies in military 
Supply management existed, and that attempts at service cooperation 
were unsatisfactory. The Committee alleged that a lack of effective 
cross~Servicing existed among the services and that interservice rival- 
ries resulted in needless duplication and wasteful supply practices. 
This led to the introduction of the "Bonner Bill" which would have 
eStablished a Fourth Service of Supply in the Department of Defense. 


The bill was not passed. 





1 

The O'Mahoney Amendment, Section 638 of the Department of 
Defense Appropriations Act of 1953, represented a compromise to the 
proposed "Fourth Service of Supply" introduced by the Bonner Bill. 

This amendment enjoined the Secretary of Defense to take necessary 

steps to eliminate duplication and esteblish a practical and integrated 
supply system. / The Senate report on the O'Mahoney Amendment expressed 
strong concern over this problem of integration stating: "When the 

next Congress convenes the Department of Defense should present a pro- 
gram .. »« Which will speedily eliminate the duplications and ‘historical 
accidents' that recur and exist in the present system... .%,. 

this amendment led to the promulgation of Department of Defense 
Directive 4000.8 of September 19528 setting forth basic regulations 
governing the military supply system. With this directive the move- 
ment toward the Single Manager Concept began to take definitive pro- 
portions. 

The Military Supply System Regulations, - The regulations 
promulgated by the Secretary of Defense in Department of Defense 
Directive 4000.8 set forth in considerable detail the objectives to be 
pursued in the fields of procurement, commercial and industrial type 
facilities, distribution, cataloging and standardization, conservation, 
utilization and disposal, transportation and traffic management, pro- 
duction, personnel and training, and requirements review. iiith respect 
to distribution the regulations stated: 


(a) Within each military service there shall be established and 


“in 8. Congress, Defense Appropriations Act of 1953, Section 638, 
P.L. 468, amd Congress, gd Session, pp.2l-22 


En pendix A 





La 
maintained but one single supply end inventory control point 
for each specified category of items, 
(b) Etoeks of common-use standard stock items will bs financed 
through stock funds, 


(c) 


Integreted Sunvly Support for common-use standerd stock items 





will be develoved. In sreas within the U. S. and overseas, 
supply support will be accomplished by single service assign- 
ments in which one department will support all others, or 

by cross-servicing in such areas in which supply support will 
be obtained by one depertment from the nearest or most econem=- 
ical source without regard to which department controls such 
source, unless ... fit] wid not result in net acvantage 

to the LTepartment of Defense as a whole .? 

In Some respects the O'Mahoney rider to the Appropriation Act 
of 1953 might be labeled THE BIG STICK approach to the military supply 
problem since it reised a question about the legality for the expenditure 
of appropriated funds without "an integrated supply system to meet the 
needs of the military depertments",19 The principal difficulty, however, 
was the fact that there was no universal agreenent on what the word 
"integrated" meant. 

Department of Defense Directive 4000.8 notwithstanding, 
it soon became obvious that no progress was possible without a 


single supply catalog system. This need resulted in the Defense 





ADepariment of Defense Directive 4000.8, Establishment of Basic 
Military Supply Syetem Regulations, (liashington: 5 September 1952) pp.3=5 


Italics mine. 


105, s, Congress, Defense Appropriations Act of 1953, op. cit., 
pp e 2122 
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Cataloging and Standardization Act, P.L. 436, Sand Congress. The 
intention of the Act Wes to insure that only one distinctive conbination 
of letters or numerals or both would identify the same item either within 
a bureau or service, between bureaus or services, or between the military 
departments. It was the intention that once this latter purpose had 
been accomplished that a considerably stronger integration of conmon- 
use Sstancard-stock items could be achieved among the military departments. 
The act established the Defense Supply Management Agency (ISMA) within 
the LOD. 

The next important development in the evolution of the Single 
Meneger Concept took place in Jume of 1953 when President Lisenhower 
undertook the reorganization of tne Department of Lefense. 

Reorganizetion Plan Number 6 of 1953 transferred all functions 
of the Munitions Board, the Research and Development Board, the Defense 
Supply Management Agency, and the Office of Director of Installations 
te the Secretery of Defense, It abclisheu these boards and agencies and 
provided in their place six additional Assistant Secretaries of Defense 
and a General Counsel. It acvanced a series of very controversial 
changes in connection with the Joint Staff, and the administration of 
unified commands. It provided in the case of the latter that the Secretary 
of Defense would now designate a militery department to serve as executive 
agent for a unified cormand, rather than having the Joint Chiefs designate 


one of their number directly to so act. 





llpresident of the United States, Reorganization Plan Number 6, 
1953, 83rd Congress 
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After the reorganization of 1953, Mr. Charics Thomas, then, 
Assistant Secretary of Defense for Supply and Logistics, inherited the 
task of carrying out the programs spelled cut in DOD Directive 4000.8. 

Kr, Thomas recogrized inmuediately that everything could not 
be accomplished ai once. He felt that no satisfactery progress could 
be acconpilished unless each service brought its supply system to « 
common high standard of performence., 

In a memorandum dated 13 November 1953 ir. Thomas established 
en ad hoc committee to evaluete the Munitions board Supply System 
Studies, Assistant Secretery Thomes stated, "There is no present, or 
intended, or desired plen for the establishment by direction or indirec- 
tion of a Fourta Department of Supply or to divide commodity segments 
emong depertnents." Secretary Thonas further stated that the following 
action must be taken: 

a. Financing and accounting procecures smong the supply services 
Shoula be completely reviewed and brought into consonance with 
eseh other to eStablish a firm besis essential to effective 
and economical cress supply support. 

b. The total volume of inventories shoulé be analyzed end reviewed 
by all services and reduced so far as possible in conjunction 
with the essigned missions of the respective departments. 

c. The essets of one service should be utilized against the re- 
quirements (demands) of other services to the extent that totel 
inventories can be reduced thereby in a most economical manner. 

ad. Transportation of supplies from distant points to pointe of 
use shculd be reduced by employing assets of other services on 
a basis mutually agreed upon by the respective departments 


involved, 





ro 
e. Responsiveness of supply systems to command must be maintained 
in the military services to the extent they are in accordance 
with legislative requirements and current DOD directives. This 
responsibility and authority will be strengthened by: 

(1) Interservice agreements being premised on the basis 
of principal-agent relationship with the definite 
assurance that the receiving service (principal) re- 
quirements will be performed by the providing service 
(agent) consistent with effectiveness and economy. 

(2) Interservice agreements being spelled out in detail, 
and specific arrangements with respect to one category 
of material not being applied to any other category 
in the absence of definite agreements .12 

it might be noted that the Hoover Commission in its report on 
food and clothing in April 1955 refers to Mr. Thomas! memorandum as 
being "in complete disregard" of DOD Directive 4000.8 issued pursuant 
to the O'Mahoney Amendment 13 

Under the policy set down by Mr. Thomas the Services made great 
progress. They were able to turn to their individual problems, and 
could forget, momentarily, having to contend with purported improvements 
generated at high echelons. The Navy, which had already integrated its 
Supply system - - - such developments as one inventory control point 


for each item, financial inventory accounting, prescribed stock levels, 





ley ssistant Secretary of Defense (S&L) Memo, Policy Guidance for 
Ad Hoc Committee on Supply Systems for Common-Use Items, 13 November 1953 


13coummittee on the Organization of the Executive Branch of the 


Government, Task Force Report on Food and Clothing, (Washington: April 
1955) psi35 








16 
stock fund financing - - = Was able to go forward with programs of 
fractionation, stratification, popularity storage, etc. The Army and 
Air Force were able to develop stock funding and financial accounting. 
Joint service excess property clearing houses were eStablished. Arrange- 
ments between the Navy and Marine Corps were accomplished toward a more 
economical basis for mutual support. Local cross-servicing agreements 
between services came into being. Yorking panels for the redistribution 
of long stocks of food and clothing were functioning. <A remarkable 
amount of exchange of support between the services began to take shape. 
During the period 1953 and 1954 the Departnent of Defense 
shifted its approach to supply problems from one of commodities to one 
of functions. Several developments tool place as a result: 
(a) The Munitions Board Studies were cancelled in December 1953. 
(b) The Armed Services Textile and Apparel Procurement Agency 
was legislated into disestablishment by the DOD Appropriations 
Act of 1954. 
(c) The "Alameda Test" was abandoned in 1954 as unsuccessful. 
In a letter from Mr. Pike (the new Assistant Secretary of 
Defense for Supply and Logistics) to Congressman Riehlman in July 1954 
the action of the Department was justified by stressing the following: 
(a) That if the Munitions Board Supply System Studies had been 
completed and implemented they would have created far more 
diversification in organization, methods, and forms than then 
existed and that such a course of action would provide a 
multiplicity of supply systems equalling the number of 


commodity areas assigned. 
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(b) That this continued existence of the Munitions Board Supply 
Systems Study Project precluded the treatment of basic 
supply problems across the board. 

(c) That the fundamental difference between the new approach and 
the approach exemplified in the Supply Systems Study Project 
is that the commodity approach solves commodity problems 
only whereas the functional approach covers all problems, 

Then came the Second Hoover Commission, and with it, the Single 


Manager Concept became reality. 








CHAPTER IIT 
THE SIGNIFICANCE AND MEANING OF SOME MILITARY 
MANAGMENT POLIGIES AND METHODS 

Chapter II outlined the chronology of historical developmerts 
in the U. S, militery logistic organizetion from the World War I period 
to the point wherein the studies of the Second Hoover Commission were 
promulgated, and the implementation of the Single Manager Concept for 
the menagement of common-use items and common services approached 
actuality. 

Refore « detailed exsmination of the Single Manzger System 
as such is undertaken, some basic policies and definitions peculiar to 
the functions of providing supplies and services should be inquired 
into end clarified. Similarly, some of the pertinent developments in 
material manegenent which preceded Single Manager Assignments should 
be sorutinized. 

In the first place, supply management is defined as the 
exercise of direction and control of all phases of supply operations, 
including the functions of cataloging, standardization, net require nts 


determination, procurement, production, inspection, storege, distribution, 


disposal, transportation, maintenance and mobilization planning. 


Conmon-use iteme are identified as a class or category of items, 


of commercial type, generally used throughout the militery and civili an 
economies; common services are those readily identifiable categories of 
support-type services of a semi-commercial nature, utilized by two or 


more military departments. 


18 
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Material is generally considered to include all items necessary 
for the equipment, maintenance, operation, and supply of military activities 
without distinction as to their application for administration or combat 
purposes. 

Administrative support provides for personnel, space, facilities, 
and supplies, including the related budgeting, funding, fiscal control, 
training, manpower control and utilization, personnel administration, 
security administration, mobilization planning, and any other administra- 
tive provisions and services, necessary to carry out Single Manager 
assignments .1 

Other activities peculiar to the program for military logistics 
should be recognized as follows: 

(a) Single Service Procurement: procurement of supplies or services 
by one military Department for one or more other Departments. 

(b) Joint Procurement: procurement of certain supplies to satisfy 
the requirements of all the Departments by a jointly staffed 
and financed agency within the Department of Defense. 

(c) Plant Cognizance Procurement: procurement of certain supplies 
from a particular plant by one military Department to satisfy 
the requirements of all Departments. 

(d) Interdepartmentsal Purchasing Agreements: voluntary integration 
of procurement among the Services. 

(e) Common-servicing: service performed by one military Department 


for one or more other Departments for which no charge is made. 


lpepartment of Defense Directive 5160.12, op. cit., pp.l-2 
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20 
(f) Cross-servicing: service performed by one military Department 
for one or more other Departments for which other Departments 
are charged. 
(g) Joint-servicing: service performed by a jointly staffed and 
finenced activity for two or more military Departments .< 
In a study of the Single Manager Concept undertaken by LCDR 
D. J. Weidman, SC, USN the author pointed out that the Armed Forces 
Security Act of 1947 and the unification movement did not, contrary to 
popular conception, bring about the development and use of new principles 
of supply management, but rather, the issue actually was who should 
menage material .2 
Likewise, Mr. Robert C, Lanphier, Deputy Assistant Secretary 
of Defense for Supply and Logistics, in a presentation of the Single 
Manager Plan to the Industriel College of the Armed Forces pointed out 
that the formative ideas and enabling instructions for improved supply 
management performance had been moving constructively and consistently 
forward since 1953. In short, that the path had been well developed 


over carefully explored ground .4 





“0. 8S. Department of the Army, The Fourth Service of Supply and 
Alternatives, (Washington: 26 September 1955) pp.136-137 
3Doneld Joseph Weidman, The Single Manager, (George Washington 


University: June, 1957) p.10 


Asssistant Secretary of Defense for Supply and Logistics, 
Single Manager System, (Washington: 1 May 1956) pp.3-4 
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Furthermore, it must not be construed that over the years the 
Services were not making a concerted effort on their own part to improve 
interservice and intraservice supply relationships. In Chavter II 
reference Was mede to several examples of such progressive action. 

Several other specific examples stand out as well. 

Thirty-five categories of material were assigned to individual 
military departments under single service purchase agreements. The 
Single service function, however, fell short of complete integration in 
that the interservice function performed was limited to purchasing. 
The individual departments computed their own requirements and merely 
requested purchase action from the single purchasing agent. The principal 
advantages realized were that material requirements could be consolidated, 
industry had only one, and, was aware of, its point of contact, com- 
petition for material between the services was eliminated, and responsive- 
ness to command was retained. However, it must be recognized that the 
Single service procurement agency could not validate either the program 
requirements in toto or the net requirements submitted. Similarly, 
there was no control over the functions of distribution, storage, issue, 
or disposal. 

The Armed Services Petroleum Procurement Agency, The Armed 
Services Medical Procurement Agency, and during its short-lived existence, 
The Armed Services Textile and Apparel Procurement Agency are joint 
procurement agencies which were established. The joint agencies differed 
from the single service procurement agencies in that the joint agencies 
collated the requirements of the individual departments and performed 
a Single act of procurement for all three departments. Beyond this 


difference, the same advantages and disadvantages which prevailed with 
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single service procurement existed with joint agency procurement. 

The "Alemeda Test" provides an excellent example of a Joint- 
servicing operation. 

It was pointed out in Chapter II, that, under the aegis of 
Assistant Secretary of Defense Thomas, many excellent internel manage- 
ment improvements were accomplished by the individual services. Stock 
furd methods of operation, financial accounting, single inventory control 
points, prescribed stock levels, and, although resisted at the outset 
by the services, the Federal Supply Catalogs are examples of that 
progressive action. 

It was the combination of «11 of these developments which mace 
it possible to bring the Single lianager System into being, and so, 
provice a workable method through which efficient end effective supply 
operations could be carried out by the Armed Services With e minimum 
of disruption to existing practices and with maximum use of existing 
assets. At the same time, the solution to the criticisms leveled at the 
Material management voractices of the services by the Hoover Commission, 
and, from time to time, by various committees of the Congress was found. 

It was also through the implementetion of the Single Manager 
concept that the Services were able to circumvent the drive for a 
civilian-menaged supply service- a plen opposed, not only, by the military, 
but also, by those military-minded individuals from outside the services 
who are intimately familiar with the concepts of modern warfare. The 
importance of this becomes clear when it is recognized as axiomatic that 


the functions of procurement, distribution, storege, issue, etc. are 





ap 
integral parts of the military system. They are as incapable of 
Separation as are the functions of strategy and tactics. Accordingly, 
control by any force other than military is untenable. 
In the following chapter the Single Manager Plan per se will 


be scrutinized. 








CHAPTIR IV 
THE SINGLE MANAGER PLAN IMPLEMENTED 

The Second Hoover Commission: The Congress of the U. S. under 
the orovisions of Public Law 108, 82rd Congress, established the 
Commission on Organizaticn of the Fxecutive Branch of the Covernment, 
or, aS it is more commonly known, the Second Hoover Commission. The 
Conrress instructed this Commission to do a number of things. Those 
that bear principally on the subject of the Single Manager and the 
Devartment of Defense were: 

1. Reduce spending. 
2. Reduce duvlication end overlapping of effort. 
3. Consolidate similar services and activities. 

In its approach to the study of the problem the Hoover Commission 
followed what might be termed "the horrible example technique" as evidenced 
by the publicity given to the Nevy's purported sixty years supoly of 
cenned hamburger (which actually was a special combat reserve stock that 
represented an infintissimal supply when taken in its true context). 
Although many of the facts developed by the Hoover Commission were twisted 
and not complete, it did, however, develop a series of valid findings 
that indicated the need for substantial improvement in the supply manage- 
ment functions of the services. The Hoover Commission was of the opinion 
that improvement could be achieved through an integrated operation - ~ - 
aSsign food and clothing to "some central agency". With this philosophy 
the Services were confronted with the possibility of a great galaxy of 
central agencies springing up, verhaps fifty or sixty separate supply 


systems - - - one to a commodity. Preliminary findings and recommendations 
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of the Commission, seemed to ignore the recognition of the @ifficulties 
contingent to creating a snbstanticlly different, yet manageable, 
organizational pattern to improve the world-wide functions necessary 
to provide supplies and services, 

In its final renorts the Commission recommonded to the Congress 
that there should be a Senarate civilian-manayed agency, reporting to 
the Secretary of Defense, to administer common supnly and service 
activities. This agency would initially be responsible for such supplies 
as subsistence, clothing, medical supplies, fuels and lubricants, hard- 


ware, office supplies, and automotive equipment. Civilian control was 





emphasized. The Commission took no note of the fact tnat the officer 
corps of all the services contained hundreds of extremely competent and 
well educated supply administrators - ~- men who had spent their entire 
careers preparing for positions of great responsibility in supply 
Managenent. Furthermore, it left no doubt about the interpretation of 
the term "integrated", Nothing vague cr indefinite was evident - - ~ 
the answer was to take supply management away from the services, merge 
it, operate it aS a Separate department within the Department of Defense-- 
The Fourth Service of Supply. Bills to implement this recommendation 
were promptly introduced into the Congress, 

the Single Menager Plan: AS a means of forestalling the imposition 
of a "Fourth Service of Supply" on the Denartment, the Single Manager 
Plan wes implemented almost immediately by the Secretary of Defensé. 
This concept represented a departure from the functionel anproach to 
Supply management as precticed during the tenure of Assistant Secretary 


of Defense Thomas and a return to the commodity avoroach. In essence the 
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Single Hanager concept is ea menagement technique Cirected expressly at 
improvement in the effactiveness and economy of supply and services 
activities anc in preeluding the possibility of duplicetion of effort 
hetreen and emong the military services, Under the Single Manager Plan, 
when applied to a given commodity, the Secretary of @ perticuler militery 
department is sssigned responsibilities for the eccomplishment of 
functions of supply down through the level of wholesale distribution, 
Standerdization, cataloging, net requirements determination, procurement, 
insyection, inventory menegement, positioning, trensportetion, end 
maintensnce, «re included in these supply managereut essignnents.+ 

In many respects the Single Manager Plen may be contemplated 
2s a compromise, A comoromize designed to satisfy critics in the Congress 
who desired to carry out the Hoover Commission reconmendations to thn 
letter; a compromise, which could find acceptance by the services without 
too much resistence, in spite cf grave reservations on the part of some 
within the military thet a situetion might be created which could prove 
more objectionable than the one being corrected. 

The Secretary of Defense made eight assignments, five commodities 
and three service functions as follows: 

Subsistence: The Military Subsistence Supply Agency was essigned 


to the U. S. Army. Implementing procedures were approved by 05D 





lassistent Secretary of Defense of Supply and Logistics, op. cit., 
pp. 35-38 


Gion. John ¥, NeCormack, U. S. House of Hepresentatives, 
Extension of remarks on "Integretion of Common Supply and Service Aress 
among the Military Departments," Congressional Kecord, February 23, 1956 
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on 6 October 1956 and the assignisent became fully operational for 
all services on 1 July 1957. 


Goothine and Textiles: The Military Clothing and Textile Supply 





Ageney was also assigned to the Arwy. Implemented on & November 
1956, procurement commenced on 1 Januery 1957, end the essignuent 
became fully operational. on 1 July 1957, 

Medical Materisl: The Military Medical Cupply agency was assigned 
to U. ©, Nevy cognizance. OSD anproved implementing procedures 

in November 1956, procurement commenced in January 1957, and 
operations were fully imnlemented on 1 July 1957. 

Petroleum, Oils and Iubricants: The Militery Petroleum Supply Agency 
was established effective 7 Jenuary 1957, although implementing 
procedures had been spproved by OSD on 21 December 1956. This 
assignment beceme full: orerattonal on 1 July 1957. 

Photographic Materials This assignment was made to the U. S. Air 
Force, but has been placed in a deferred status. 

Treffie Management: The Military Traffic Menagement Agency Wes 
assigned on 3 May 1956 to the Army, became effective on 1 July 1956, 
and fully cperational on 1 July 1957. 


Ocean Transvortation: The Single Maneger Service Assignment for Ccean 





Transportation was vromulgated as of 28 May 1956. The assignment 

Wes made to the Navy. Implementation and operation cf the assignment 
were alwost immediate. 

Air Lift Service: The Single Manager Assignnent for Air Lift Service 
Was promulgated on 7 December 1956 and assigned to the Air Force. 


Implementing details are being develoved and the service isjnot in 


2h 
every respect fully operetional es a Single Manager assignment. 
Eesic Principles cf the Single Manager Plan. - In concept the 


Single Mancger Plan is unencumberec with detail. Three main features 


1. itmerges the-inventcry control peints of thé three militery 
services for the assigned comncdity into a single control point. 

2. It requires the design of an area depot system for wholesale 
distribution and storage, 

3. It utilizes existing military end civilian personnel, existing 
facilities, and existing orgeniZations. 

In short, the concert calls for essigning wholesale supply 
responsibility to one military service for itself, end the other two 
services, within an orgeniaationsl structure that is adaptable to 
effective management. 

Organization and Staffing. - It is readily understocd that 
prior to the specific assignment of a commodity or service a plethora 
of nepotiation and adjustment of differences snd points of view must be 
consummated. Corplicetions at this stere are prcbebly far esreater than 
the actual act of orgenization, for, like the basic rolicies, the 
organization is simple in design. Under the »rocess of orgenization the 
Seeretary of one military devartment is desicnated by the Secretary of 
Defense as the Single Manacer for the commodity or service in question. 
The Single Manager is thus responsible for verformar.ce of #11 supply 
Management functicns related tc the specified commodity or service br 


ail the Armed Ferces. This responsibility encompasses the entire supply 


field, including ceteloging, standardization, reqvirements determination, 
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procurement oroduection, inspection storage, distribution, transportation, 
and maintenance. As indicated, the apnointed Sinsle Meneger is, in each 
cese, the Secretary of a military department. He retains responsibility 
even though he delegates the task.2 

After the designetion of the Single Manager the organization 
takes form ranidly. The new Agency is established to house the merged 
inventory control noints of the three services ond an Ixeeutive Director 
is anpointed to administer the Agency. The Director's status is also 
established within his ow devertnent. For exemple, when Secretary of 
Defense, Mr. Charles F, Wilson established tho Military Medical Supply 
Agency as an sctivity of the Navy, the Secretary of the Navy eppointed 
Rear Admiral W. L. Knickerbocker, SC, USN as Fuecutive Director. Further, 
the status of the Executive Director wes established when he was instructed 
to revort to the Single Manager through the Chief of the Bureau of 
Supplies end Accounts. The Fxecutive Director of an Agency is assigned 
no other duties. As a third step the Single Manager appoints advisors 
for the Executive Director. These advisors serve as an Administrative 
Commi.ttee. 

At this voint it might be appropriate to consider the duties 
of the Txeevtive Director's Administrative Committee. This staff is 
charged with assisting the Executive Director in identifying and over- 
coming problems concerning the oneration of the Sinele Manager ASSsi gnment. 
It is a group of Speciclists meeting for the vurpose of recommending 


Solutions to particular problems and of promotine the effectiveness and 





JIndustriel College of the Armed Forces, Publication No. L57-71, 


The Single Manager Concept for Supply Management, (Washington, D. C.8 
November 1956) p.29 
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econony with which the egency meets the needs of the military departments. 
Its membership is as follows: 
(a) Executive Director - Chairman. 
(b) A representative from the Army, Navy (or Marine Corgs at the 
discretion of the Secretery of the Navy), and the Air Force, 
(c) Assistant Secretary of Defense (Comptroller) or his 
representative. 
(4) Assistant Secretaries of Defense appropriate to the commodity 
or service, or their representatives, 
The Committee may be sugmented by technical versonnel from military 
departments, as determined by the Single Manager, end as commodity or 
service vroblems under consideration dictate. This Committee is neither 
a policy board nor an executive directorate.4 

With respect to staffing the egencies, the Executive Director 
is, in every case, from the same service as the Single Manager and the 
position is not exnected to rotate among the services as was the case 
with Joint Service Procurement Agencies. The extent to which the 
agencies will be staffed below the Executive Director by military 
personnel from the various services continues to remain a subject for 
further study by the Department of Defense. At the present time Agencies 
are staffed by officers from all the services. 

Civilian personnel of the agencies are employees of that military 
denartment which is headed by the Single Manager. In setting up the 
operating agencies, the Single Manager and his Executive Director have 
been enjoined to make ootimum use cf personnel now engaged in similar 


9 eo Series -& ae er ee eee 


ADepartment of Defense Directive 5160.12, op. cit. p.2 


Bk 
work both in their own cepartment and other military Cepartments ,? 

Under the Single Manager system for a commodity category the 
Fxecutive Director assumes control of the area distribution points, 
which may be those of any departrent., The determining factor in the 
assumption of control over a depot of any one of the departments is its 
effective georraphicel locaticn with resvect to all Army, Navy, and 
Air Force retail establishments in thet psrticular area. Chart 16 
exemplifies the advantages to be gained very graphically. It sheuld 
be noted that in making one syster out of three, four depots will 
suffice in lieu of five. The eliminetion of crose-hauls and back hauls 
has reduced straight line mileage from 59,290 miles to 33,2€0 miles, 

a reduction of 44%. Definite savines and imrrovenerts in service can 
certainly be expected from developments such as these. 

It follows that with cortrol of the distribution points, the 
storage and issue cf all designated items is effected ty the Single 
Menager. The depot, which is designated to carry Single Msnager material, 
Stores wholesale stocks, ects as agent for the Single Manager and issues 
Material, as required, to all services. Thus, it can havnen that the 
Single Menager may have stocks vositioned in depots belonging to one or 
more cf the services, or nerhaps, in some cases, to all of the services, 
each serving nctivities of each of the others in any particular area. 


Chart IT is illustrative of the Single Manager Organization. 
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Sassistant Secretary of Defense for Supply and Logistics, 
Ope Gite P,4K 
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Operating Procedures. - Program requirements are the foundation 
on which any system of supply management is based. Gross program 
requirements can only be determined by, and originate with, the requiring 
services. Accordingly, under the Single Manager assignment each individual 
service continues to be responsible for its individual program requirements. 
A statement of these requirements is furnished to the Single Manager by 
each. At this point independent service action ends. It becomes the 
Single Manager's function to compute net requirements for procurement in 
order that the individual service gross requirements may be Satisfied. 
The advantage gained here is that the Single Manager has information 


available with respect to total quantities of the commodities on hand 





and on order, knows what future total planned requirements exist, whether 





excesses are on hand or are developing, and so, may weigh every factor 
before initiating procurement action to satisfy computed net requirements. 
Total requirements are procured by the Single Manager and 
financed by a separate division of a single stock fund. The stock fund 
is the key to the control of material, and control is inherent to owner- 
Ship. The Single Manager owns all wholesale stocks of his commodity, 
regardless of where they are positioned. They remain under his ownership 
and control from the moment of purchase until sold at the retail level. 
So, in recapitulation, it is seen that the Single Manager owns 
and controls the movement of wholesale stocks. However, the individual 
services will actually warehouse these wholesale stocks at the request 
of the Single Manager and will pay the warehousing expenses. 
Corrollary with ownership and control of the wholesale stocks, 


it follows that another function of the Manager will be to position his 
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stocks at points as centrally located as possible to the areas of greatest 
requirement and to redistribute stocks if they become imbalanced between 
these distribution points. Furthermore, if excesses develop at the retail 
level, it is within the purview of the Single Manager to redistribute or 
rotate such stocks as conditions require, regardless of the fact that 
ownership at this level is vested in the individual service. 

A Single Manager operating agency is charged not only with 
purchasing and distributing responsibilities, it is also responsible for 
preparing and issuing catalogs and stock lists as part of the Federal 
Gatalog program. It directs standardiZation programs for its commodity, 
and assumes advisory status for research and development programs which 
may be under study by the technical agencies which the Single Manager 
serves, Other responsibilities include the functions of inspection of 
new material, maintenance of material in store and the disposal of material 
determined to be surplus. Finally, and of exceeding importance, is the 
function of determining commodity requirements for mobilization planning. 

The authority vested in the Single Manager is obviously broad 
and discretionary. It covers the complete cycle from introduction of 
items into the —_— system all the way through to the issue function 
to the consuming military service. However, it should be noted that 
several functions peculiar to effective supply management are not absorbed 
by the Single Manager. For example, the military departments will be 
required to furnish the Single Manager the following information: 

(a) Program requirements with supporting data. 
(b) Mobilization requirements with supporting data. 


(c) Gross consumption requirements. 
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(d) Material in long supply in the retail system. 

(e) Reserve stocks requiring rotation. 

(f) New item requirements. 
Furthermore, the military departments will be required to administer 
individually the following functions as heretofore: 

(a) Local inventory control procedures. 

(bo) Satelliting policy and procedures, 

(c) Accounting methods and procedures. 

(d) Financial control. 

(e) Financial reports. 

(f) Performance statistics. 

(g) Research and development. 

(h) Depot operation. 

(i) Management of their own activities. 

At the present time, the Single Manager System is applicable only 
within the continental United States. The assigned Single Managers have, 
however, been requested by the Department of Defense to submit plans and 
recommendations regarding extension of the plan overseas, 

The Development of the Military Medical Supply Agency. - In order 
that a comparison may be made of the manner in which the significant 
elements of the concept, as expressed in the preceding paragraphs, have 
fitted into place in actual operation a description of the Single Manager 
Assignment for Medical Material, as it is presently constituted, will be 
Set down in limited, but significant, detail. 

The Single Manager charter for medical material was issued on 


4, May 1956. This directive assigned the responsibility for the supply 








37 
management of all medical material for the Armed Services to the Secretary 
of the Navy, as Single Manager. 

On 12 April 1956 the nomination of Rear Admiral ¥. L. Knickerbocker, 
SC, USN as Executive Director was approved, and, on 26 June 1956, the 
Agency was designated as an activity of the Navy under the management 
control of the Bureau of Supplies and Accounts and under the technical 
control of the Bureau of Medicine and Surgery. Chart JII indicates the 
positioning of the Military Medical Supply Agency within the Department 
of the Navy. 

For medical material the Single Manager assignment meant that 
the Military Medical Supply Agency now assumed the majority of the functions 
previously performed by the Armed Services Medical Procurement Agency, a 
joint service agency, which heretofore had the prime responsibility for 
purchasing the medical requirements of the Military Services. 

Within the separate distribution systems, the three services 
together owned an inventory valued in excess of $320,000,000. This inven- 
tory comprised about 9,500 separate items of which 85% were in common use 
by all the services. Along with functions of the Armed Services Medical 
Procurement Agency, the Single Manager also accepted transfer of stock 
control and financial control functions from the three military stock 
control offices in so far as these functions pertained to wholesale opera- 
tions for the $320 million outstanding. 

With respect to the details of organization, the charter of the 


MMSA specified that "key military staff positions subordinate to the 


Department of Defense Directive 5160.16, Single Manager 
Assignment for Medical Material, (Washington: 4 May 1956), p.d 
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Executive Director were subject to rotation on a periodic basis among 
the military services as agreed to by the Single Manager and the Secretaries 
of the other two military departments ".® The military structure of the 
organization was staffed about equally by officers of the Navy Supply 
Corps and of the Medical Service Corps of the three services. The 
civilian complement in the organization is supported by the Department 
of the Navy. It is significant to note that from the very implementation 
of the assignment, civilian personnel requirements nave declined and 
ceilings have been reduced significantly without loss of effectiveness. 

The MMSA Distribution System provides for primary, distribution, 
and reserve stock points. Primary stock points are designed to carry 
fast moving items (approximately 1500) for issue to the Army, Navy, and 
Air Force activities. Historical issue experience indicated that these 
1500 fast moving items would satisfy 90 per cent of anticipated customer 
demand. Distribution stock points carry a full range of items and serve 
to back up the primary stock points. Reserve stock points carry bulk 
quantities not ordinarily required for peacetime operations, but which 
are necessary to provide mobilization reserves. 

Initially, the established distribution system eliminated the 
medical supply support functions of one Navy depot and one Marine Corps 
activity. Subsequently, four additional reserve stock points were phased 
out of operation. The distribution system hes already paid dividends in 
terms of savings in manpower and dollars. It has also permitted inventory 
reductions without interrupting the effectiveness of the flow of medical 
supplies to retail and consuming activities or reducing the Agency's 
ability to provide supplies, when required. Chart IV illustrates the 


Military Medical Distribution System. 
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Tho establishment of achlilsetion reperre siccks is a TPaeet of 
supply management closely allied te distribution and of particular 
impertance for meeical suoplies. Prior to the establishment of Single 
Manager assignnents, She services had béen unsucéessful in obtaining 
money to finunce mobilization stocks. Gonsequentiy, they had been unable 
to take advantage of the evailabliily of vacn others exeess stock in 
spite of the fact that stucies had indiczuted that several million doilars 
worth of excess aStoes coulda be redistriruted to satisfy mobalizution 
deficiencies if such transfer could de wade vitaout relubursement. Tae 
implenentation of tne “ingle Manager Assignment for Medical material aad 
the immediate effect of making possibile the eilocation of this excess 
material to meet total service reyuirenents without reimbursement or 
exchange of i 

Analysis of Chart V indicates the locus of activity for tus 


accomplishment of the remaining functions of the mission of the BLOA. 
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Those functions most concerned wibna operating procedures are vestea in 
the Cuoply enc Distribution Departuent and require only comtary appraisal 
follovs: 

itequizements - Receive from une wilitary suzwices on a cyclical basis 
peacetine and moLilization reyuirerients together wits tue data and 
basic assumptions unon which the requircments Were premised. wvireet 
the periodic submissiuon of inventory status reports of retail operating 
and reserve stocks. VUeveiop the total DOD requirements program for 


purposes of precurenent,, Qletributlion, and disposal. 
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Shear Admiral W. hh. Knickerbocker, Single Manager Plan for 
Medical Supply, (Unpublished), pp.10-12 
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Procurement - Conduct or direct procurement, including contract 
administration, for all centrally procured items. Designate items 

to be procured locally. Furnish to the services procurement and 
production data for use in requirements and Supply studies. Account 
for and control government-furnished material. Procure material for 
the Mutual Defense Assistance Program, the Federal Civil Defense 
Administration, and civilian aid programs. 

Inspection - Direct inspection and quality control for medical 
material with respect to procurement, storage, and maintenance of 
Supplies. 

Mobilization Planning = Coordinate and direct mobilization planning. 
Recommend mobilization policies and procedures to the Department of 
Defense. Coordinate production schedules, potential aources of supply, 
prepardness measures contracts, reserve production facilities with 
industry. 

Storage - Determine requirements for storage space. Request necessary 
Space from the owning services. Maintain records of space utilization. 
Assign specific storage missions, if required. 

Inventory Control - Maintain central control over medical material 
inventories. Prescribe stockage objectives. Prescribe a current, 
accurate, and repetitive inventory reporting system. Prescribe 
requisitioning procedures. Establish prices and pricing procedures, 
Direct a and redistribution. Coordinate the positioning 
of mobilization reserve stocks. ‘Screen all excesses, Report excesses 
to the GSA. 

otock Fund - Administer the Single Manager Medical Material Stock 


Fund. 





————— 
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Research and Development - Make recommendations to the services for 
research and cevelopment into unproved material. Make recommendations 
to DOD for program changes. 
Cateloving sné Standardization - Coordinate cataloging operations. 
GOpsrate as a single submitting activity in the Tederal Catalog 
“ystem. Develop and direct a program of standardization and of 
standerds and specification maintenance. 
transportation = Arrange for required transportation or traffie 
management services from the Single Managers for those services. 
Kigintenance and Manufacture - Coordinate the operation of all military 
activities engared in maintenance, manufacture, assembly, or approved 
rehabilitation of medical. material owned by or entering the whole- 
Sale distribution system. 
Personnel and Training - istablish military ond civilian career 
development patterns. Coordinate the execution of an adeguate end 
well integrated specialised training program with industry. lKeview 
training programs of the services and provide for maximum cross- 
servicing in training 1 


Objective evaluation of the Military medical Supply Agency is 


Still premature because of its relatively chort lived existence. The 
indications are evident, however, that the bMSA is accomplishing the goal 


for which it is designed; namely, to corrects 


(a) multiple systems for the same itens, 


(b) duplication of inventories, 





LOpepartnent of Defense Directive 5160.16, op. cit., pp.6-l1 
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(c) duolication of supply pipelines, and 

(dé) cross hauling of material; 
because, under its charter, the Wilitary hedical Supply Agency: 

(a) purehases and owns ell wholesale stocks, 

(>) has inventory and issue kmowledse for all items, 

(c) sells stocks to the services based on consumer needs, 

(a) positions material for optimum area supvort and dispersal, and 

(e) determines inventory levels based on service reyuirenents .t4 

Variances between Commodity Agencies. = iven thougn the organ- 
izgational structure is basically identical for all five of the Single 
Mianager asSignments, several important deviations developed during the 
process of implementation. These differences are of significant importe 
ance and should not be passed without comment. 
it is obvious that subsistence items and medical and dental items 

by their very nature are truly common-use items. The field ot clotning 
and textiles, at first considcration, appears to contain the same common 
attributes of "“common-use" as subsistence and medical. Nevertneless, in 
implementing the Clothing and Textile Assignment, differences soon developed, 
About 35,000 line items were considered to be applicable for clothing and 
textile commodity assignment. However, of the total number of items 
designated, only a smell percentage proved to be actually common within 
the three services. Accordingly, many clothing items in special categories 
such as development and occupational items, and certain subdivisions of 
Special flight clothing vere exempted from Single wansger assignment and 


control. 





likear Admiral \. L. Knickerbocker, °C, USN, Presentation to 


3 
the Approprietion Cormmittes, House of Representatives, (Unpublished: 
April 1957 
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Differences in the Petroleum Assignment are even more pronounced. 
In fact, as presently constituted, the Single Manager Assignment for 
Petroleun is, in the last analysis, little different from the Armed 
Services Petroleum Purchasing Agency which it replaced. The Single Manager 
for Petroleum owns no wholesale stocks of his conmnodity, nor does he 
undertake stock positioning. Beeause he exercises no wholesale stock 
ownership, and does not engage in positicning activity, there is no basis 
for the coordination of mobilization planning for bulk reserve stocks of 
petroleum. Again, because there is no wholesale managerial function, 
there is no stock fund operation by the Single Manager. Another variation 
exists with respect to aircraft fuel, Each military department has 
authority to contract for plane refueling service where fuel is Government 
furnished. Since there are few circumstances where fuel of this type is 
not Government furnished, the Single Manager automatically has no control 
over aircraft fuel aS a commodity. These restrictions on the Single 
Manager for Petroleum, therefore, fcr all practical purposes, reduce his 
operating functions to nothing more than purchasing and slating. 

AS previously noted, the implementation of the Single Manager 
Assignment for Photographic Material has been deferred, It is expected 
that final decisions on this commodity will be reached about 1 July 1958. 
Photographic material, like subsistence and medical, can be classified 
more generally aS common-use in its true sense. Even so, however, a 
deviation from the norm appears to be developing for this category as well. 
Preliminary estimates indicate that the photographic category may not be 
sufficientiy broad in scope to justify the establishment of a full-scale 


Single Manager Agency. It would appear, therefore, that a significant 
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difference may develop in the photographic commodity urea with respect 
to the very organisational structure of the Agency itself. 

The inference to be drawn from the modifications which ere 
developing in establishing tne operational bases for the first commodity 
agencies is thet it is seemingly a Simple task to designate that "supply 
support will be accomplished by single manager assignment"; but, on the 
other hand, the toois and organizational arrangements to do so, and insure 
adequate support in time of voth peace and war, must be carefully developed 
and considered. ‘That, even though the Single Mansger Assignment concept 
reflects a conscientious effort to improve Supply management wherever 
possible, wide spread extension of the plan should not be undertaken until 
it is established without reservation that such extension will actually 
result in truly significant improvement in that supply management. 

Service Assi 


The Sincle Manager ‘mnnents. - The fundamental goals 





sought by Single Manager service agencies differ in no way from the 
fundamental goals of commodity agencies. The significant difference exists 
only in that the Plen is employed for the management of common service 
activity in lieu of common-use products. For common service activities 

the basic pattern of Single Manager organization applies in all respects 
except: 

1. For common service activities the military departments furnish 
their requirements to the Single Manager, through the Executive 
Director, in the manner which he prescribes. For the purpose 
of comparison it should be noted that the commodity area instruce- 
tions perteining to requirements state that responsibility for 


pregram requirements continue with the individual services, and 
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ave furnisned to the Cingie heneger With the pertinent assuipsions 


on which the computations are baced. 





The operating lgency providing the confien Service will be financed 
by a Single working capital fund Whenever income and expense 

are involved.t? In this instance, too, there is a comparative 
situation - - working funds for service assignments versus stock 
funds for comuodities,. 


A detailed description and discussion of the operation of a 


Singie Manager Service Assignment is considered unnecessary. It is impor- 


tant, however, that the most important objectives and responsibilities 


of tnese agencies be annotated. 


Oingle Manager Service Assignment for Traffic Management within 


toe U. S. - The purposes and objectives of this assignment are: 


il 
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To provide the most effective and economical freignt and passenger 
transportation service for the Armed rorces from comercial 
transportation companies operating within the U. 5, 

To eliminate duplication and overlapping of effort between and 
anong military departments. 

To assure under all conditions, efficiency and economy within 
the Department of Defense in the procurement, use, cost and 
control of commercial transportation services for the movement 
of freight and passengers within the U. 5. 

To develop plans to assure efficient use of commercial transpor- 
tation resources in support of miiitary missions, 

To assure adequate practical training for military personnel in 


traific management. 





l2pepartment of Defense Directive 5160.12, op. cit., pp4-5; 
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traffic Management is defined as the direction, control, and 
supervision of all functions incident to the effective and economical 
procurement and use of freight and passenger transportation service from 
commercial forehire transportation companies (including rail, highway, 
air, iniand waterway, coastwise and intercoastal carriers). The basic 
functional areas of traffic management can normally be broken down into 
three major functional areas: the management functions, the cost functions 
and the service functions.23 


Single Manager Service AsSsicnment for Ocean Transportation. ~ The 





Military Sea Transportation Service is directed: 

1. To provide the most effective and economical ocean transportation 
for the Armed Services. 

2e To prevent duplication and overlapping of effort between and 
within the military departments, 

3. To apply to the mission of providing ocean transportation service 
within the Department of Defense the basic pattern for all 
organizations performing a multiple support mission. 

In addition to its basic objectives, important among the general 
functions pertinent to the Military Sea Transportation Service are the 
following: 

(a) Control, operate and administer government-owned vessels 

assigned, and all other vessels acquired for the purpose of 
providing ocean transportation service for the movement of 


personnel, cargo, and mail. 





13Departnent of Defense Directive 5160.14, Single Manager Service 


Assignment for Traffic hianacement within the U. S., (Washington: 1 May 1956), 
pP ol and 3 
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(cb) Frevide ocean transpertsation service, excent that performed 
by units of the fieet, to all agencies of the Department of 
lefenee. 
(c) Procure vessels outside the MSTS fleet and passenger space in 
commercial vessels to meet the requirements of the Denartment 
of Defense and other agencies of the U. 5. Government as 
authorized by the Secretary of Defense. 
(d}) Keep the Single Manager for Traffic Management informed as to 
the availability of MSTS operated coastwise and intercoastal 
lift capacity. 
(e) Prepare recommendations for the desipn, specifications, and 
equipment of cceanefgoing, non-combatant type vessels. 
(f) Provide lift capability in accordance with policies of the 
Joint Chiefs of Staff. 
(g) Goordinate with the Militury Departments in the booking of 
cargo, passengers, and mail.14 
Single Manager Service Assignment for Airlift Service. = The 
Militery Air Transport Service, already functioning under a joint servicing 
agreement, Was designated as the Single Manager Operating Agmey for 
Airlift Service, and the Joint Service Agency, MATS, was disestablished. 
The purposes and objectives of this assignment, with respect to 
the military airlift mission, include the following 
1. To ensure that the approved D-Day and wartime airlift requirements 


of the Department of Defense are met. 





1ADepartment of Defense Directive 5160.10, Single Manager Service 
Assignment for Ocean Transportation, (iashington: 26 Kay 1956), pp.1-7 
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2. In providing for one (1) avove to have due regard for the 
commercial sirlift available. 

3. To integrate into a Single military agency all transport aircraft 
engaged in scheduled service, or aircraft whose operations are 
Susceptible cf scheduling, and sucn other transport aircrsft 
specified by the Denartnent of Defense. 

4e To provide the mcst effective anc economical airlift service to 
support the Armed Ferces consistent with the Basic Regulations 
for Military Supply Systems and Policies for Implementation of 
Single tiuanager Assignments. 

5. To develop and guide the peacetime exployment of airlift services 
in a manner that will enhance the wartime airlift canability, 
achieve greater flexibility and uwobility of forces, and increase 
logistics effectiveness and economy. 

Airlift Service is defined as the performance or procurement of 
air transportation and services incident thereto required for the novee- 
ment of persons, cergo, tail, or other goods. 

Military Airlift Capability is the airlift which the agency is 
capable of providing for the air movement of passengers and cargo through 
the use of controlled transport aircreft.1 





Industrial Fund Accountine in the Sinrle Menazer Conce 





the MATS and MSTS organizations were directed to utilize Industrial Fund 
accounting procedures in their operations. A discussion of the theory 


of industrial funding is beyond the scope of this paper, but, nevertheless, 





1 obevartment of Lefense Directive 5160.2, Single Manager Assipnment 
for Airlift Service, (iashington: 7 December 1956), pp.1-3 
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several of its impertsnt espects must be reccenized, 

The principsel pnurycse of on Industrial Fund operation is to 
provide a wore effective means for controlling the costs of services 
furnished, «uo a more effeetive and flexible meens for finencing, budgeting, 
and accounting for the cosets related to those services, Another chjective 
is to create a “buyer-sellor" relationship between the servicing cetivity 
(in this case the Single Venager) and those activies which utilize the 
services rencered, Whis relationship is intended to place using agencies 
in tne position of critic of the cost and cuslity of the performirg agency. 
in consideration cf relative costs of similar performance by outside 
agencies, The Industrial Fund system is also intendec to provide the 
menagers wWitn the financial euthority anc flexibility recuired to procure 
and use manpoter, materials ond other resources effectively, 

As related to the Single Managers for Airlift Service and Ocean 
Transportation the resuit echieved from this technique is that it provides 
for the charging cof services on the basis of actual cost of operations. 
Cost factors are predetermined and charges made on the basis of tariff 
rates proporticnete to the service rendered. This enables ordering agencies 
to bucget and account on an end-procuct basis the same as when utilizing 
comercial sources and encourages improvement in program planning and 
acheduling. It is designed to instill in ordering officials a greater 
sense of responsibility in plecing (or limiting) orders, and in balancing 
the cost of services ordered against alternative or competing demends. 

For the Single Managers it is intended to furnish modern management tools 
comparable to those utilized by efficient private enterprises engaged in 


Similar types of ectivity; to provide an incentive to improve cost control 
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and cost sterdsrds throurh the contrretual relationship of the "ouyer and 
seller"; and to require alert, forward-looking financial vianning. 

The similarity of objectivas between the Industrial Fund System 
and the Cincle Manacer Goneest is clear. 

Sywerary, - In November 1955 Seereteary of Defense Nilson issued 
a directive which insucureted the Sincle Manscer Concept in five commodity 
areas end three service areas. The comnodity sreas are: subsistence, 
medical and dental. matevial, clothing and textiles, petroleum products, 
and photogravhic neterial: common service arees include: military tratfic 
management, airlift service and ocean transportation. Today, a functioning 
Single Manager Srcency exists for all of these assicnments except photo- 
graphic materiel. 

Simulteoneously with the directives which established the first 
Oingle Manager Assignments, Mr, }}ilson issued anotner directive which, in 
detail, outlined the rolicies and puidelines which will be vertinent to 
all Single Manager Assienments, now and in the future, (DOD Directive 
5610.12) 

Mr. Hohert. C. Lenphier, dr., Penuty Assistant Secretary of Defense 
for Supnly and Lopistics, best summarized the Single Manager Coneept when 
he said, "we do not represent this as a panacea to overcome all the problens 
of sunply of all things, but, in the fields of common-use itens end 
comion services, it provides an ersily understood snd reacily worktabie 
system through which etficiency nnd effectiveness of ewpply and service 


operations can he enharced to the benefit of all military services" 








CHAPTER V 
OPrOSITICN TO THE SINGLE MANAGE PLAN AND ALTERNATIVE TECHNIQUES 
FOR MATERIAL MANAGEMENT 

Problems and Objections. - It must not be presumed that the 
implementation of Single Manager assignments has procecded without its 
rocks and shoals or without objection from both the services and individuals. 

Resistance to the concept has, for the most part, been generated 
by divergent philosophies about the place of logistic support in military 
tactics. Principal objection has been over the question of responsiveness 
to comand. The argument is that if a field commander cannot exercise 
control over his logistics system, his ability to discharge his tactical 
responsibilities is impairea. The Air Force, for instance, has alleged 
that the accomplishment of its mission is endangered if it cannot control 
its aviation fuel requirements - - result, modification of the basic 
organization of the Single Manager for Petroleum Products Assignment. The 
Army and the Air Force made strong representations to retain control over 
reserve stocks of medical supplies. Similarly, the Air Force and the Navy 
opposed centralized traffic management on the ground that this function 
was an inseparable part of any logistics system. The Air Force also raised 
questions with respect to the MTM Agency's plece in the traffic management 
functions relating to commercial air transportation within the United States. 

A second area of disagreement developed over the assignment of 
Specific categories of items within the basic commodity itself. The matter 
of lack of standardization of clothing has already been discussed. Other 
examples which developed were whether such items as nylon for barrier 


equipment or gun covers were textile items, or surgeon's masks were in 
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fact clothing items. Questions such as these do not present insurmountable 
problems, but the point to be recognized is whether or not similar problems 
will be compounded if the basic Single Manager concept is extended to 
other standard commodity areas less susceptible to identification as 
"sommon-use", 

Problems developed over the size of the agencies. Differences 
of opinion have grown up between the services with respect to staffing, 
both military and civilian. Another type of situation is centered around 
a cogent argument by the Navy that it must assume control of subsistence 
items at tidewater to insure effective overseas support. 

Other difficulties became apparent over the designation of specific 
Storage depots of individual services as distribution depots for Single 
Manager commodities. The principal problem area, as yet unresolved, is 
the question which arises wnen one of the Services decides, for some reason, 
to disestablish a supply depot which is also a Single Manager assigned 
distribution site, Consolidation of supplies into a limited nunber of 
Storage facilities is also at variance with the strategic concept of 
dispersion. The theory of centralized storage and distribution must be 
Weighed in the light of ability to provide effective supply support in 
the wake of an enemy nuclear attack. 

Reservations over the results which can be achieved through the 
Single Manager support format have not been confined strictly to the military. 
Individual members of the Second Hoover Commission itself expressed dis- 
Senting opinions to many of the aspects of centralized control of supplies 


and services,.+ 





leommission on Organization of the ixecutive Branch of the 
Government, op. cit., pp.97-122 
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Responsible executives from industry have also pointed out to officials 
within the Department of Defense that perhaps the trend toward central- 
idgation may be receiving overemphasis, They point out emphatically that 
industrial giants in the United States like General Motors, Du Pont, 
Westinghouse, etc. have achieved mobility through decentralization. These 
experts do not condemn the Single Menager concept, but urge an increasingly 
cautious approach before wide spread extension of the plan is undertaken, 
By the same token, there is evidence that the reservations expressed by 
industry executives are also recognized within the Department of Defense. 
A memorandum on the subject from Secretary fiilson to the Department 
Secretaries stated, "The feasibility of further extension of this manage- 
ment technique will be determined later after careful study of possible 
Savings and the advantages and disadvantages of this type of operation, 
recognizing that the primary mission is to effectively support the military 
effort of the country",* 

Before leaving the subject of objections to the Single Menager 
Plan it is important to note that without exception, upon the resolution 
of those disagreements which did develop, the three services have gone 
forward with a well coordinated effort to make the individual assignments 
successful. Each of the services has done excellent work toward improving 
its inventory control practices, toward bettering its procedures for ware- 
housing and material handling, and toward standardization of methods and 
procedures, 


Other Supply Management Technigues. - For the commodity areas 
already integrated into Single Manager Assignments it is a relatively easy 





“Secretary of Defense C. £. Wilson Memorandum for the Secretaries 
of the Army, Navy, and Air Force, Single Menager Assignments, 31 January 19% 
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task to eStablish material requirements. With subsistence, clothing, and 
medical supplies, personnel strengths are the clue. Fuel requirement 
computations are also relatively simple. However, when general stores, 
lumber and automotive equipment categories (also recomaended for integration 
by the Hoover Commission) are considered, the problems become more complex. 
For material of this neture, requirements ere tied in with a great variety 
of programs. Some are related to specific equipments, but most heve multiple 
use. There is reasonable doubt that an effective Single Manager operation 
will be as successful for these categories as can be done separately by 
the services, assuming the availability of proper intelligence to handle 
the problems of long supply of common items and to insure interservice 
Support of activities within particular distribution areas. Two supply 
menagement techniques are available to supplement Single Maneger assignments 
for material not categorized in such programs. These are the Inventory 
Management Improvement Program and the Interservice Supply Support Program. 


The Inventory Management Improvement Program. - This program 





undertakes to focus attention on the material management problem from the 
point of view of adjustments and improvements in the forecasting of require- 
nents, determination of allowances, the distribution of stocks, and managemmt 
policy and control techniques. Common to all these areas is the need for 

a review of data collection, transmission, and utilization. This facet of 
Supply management has not been formalized into a definitive project by 
directive. It need not necessarily be carried out on an interservice basis. 
It offers, rather, to the individual services, functioning independently 

of each other, a means for meeting their support requirements in a flexible, 


but orderly, manner in consonance with efficient and economical operation. 
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Improvement in the capability to forecast requirements accurately 


is the most important element in successful material management. Develop- 


ment of usage data collection systems, comprehensive population-data 
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programs, and improvement in statistical techniques are some of the methods 
by which this can be achieved. 

Greater recognition must be given to the fact that consumer stock 
levels, including scientifically prepared allowance lists for better 
control of afloat endurance, must be considered as a phase of the distri- 
bution process, and, consequently, related to stock levels at distribution 
activities. The uneconomical pyramiding of low-demand insurance items 
at all distribution levels should be scrutinized. Demand characteristics, 
military essentiality cost data, rapid transportation media should all be 
considered in this progran. 

Wilitary necessity" is no longer an overriding consideration to 
ell cost factors. Cost to purchase, cost to distribute, holding cost, 
cost of movement, all must be weighed in logistic decision making. 

Automatic data processing and fast data transmission may be the 
Solution to the problems of inventory control in systems made overwhelmingly 
complicated by the presence of millions of items, involving tens of millions 
of transactions yearly. Electronic data processing offers probably the 
only hope for obtaining current and valid inventory positions. 

The foregoing are but a few of the areas upon which Inventory 
ianagement Improvement Programs can be concentrated. Significant achieve- 
ment can go far to eliminate much of the criticism that has been directed 
at the military supply systems without further necessity of subjecting 


these systems to radical modifications. 
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The Interservice Supply Support Program. ~- This progran was 
lsunched formally about the same time that the Single Manager Pian was put 
into effect. Its foundation was a memorandum promulgated to the three 
departments on the basis of a Joint Chiefs of Staff Agreement, dated 30 
December 1955, which established the Joint Interservice Supply Support 
Agreement. This agreement placed in effect an overall plan for interservice 
supply support for gall commodities not covered by Single Manager assignments. 
There are three elements in the program: 

1. The Interservice Supply Support Committee. 
2 Commodity Coordination Groups. 
3. Regional Coordination Groups. 

The Committee is composed of the Supply Chiefs of the three 
Services and the Quartermaster General of the Marine Corps. Its function 
is to coordinete and unify actions in the area of supply logistics in the 
Same manner as the Joint Chiefs of Staff coordinate and unify the strategic 
and tactical efforts of the individual services, The Comittee likewise 
eppoints Commodity Coordination Groups from among the Inventory Managers 
of the services to work on specific Federal groups and classes of material 
with e view toward insuring maximum utilization of assets, facilities, and 
common services. Finally, the Committee insures service execution of 
developed plans by policing end results. 

Nine Commodity Coordination Groups have been assigned. These 
groups review items which are suitable for interservice supply and, through 
the supply demand control points, maintain an inventory cognizance as to 
quantity, item, and location, for mutual interservice assistance. The 


mission of these groups is very specific. They are charged to: 
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1. Keep in ccnstant touch with each other. 
2. Identify items which are truly commen to two or more services. 
3. Lxechange data on these items. 
4. Use each others releasable essets. 
5. Incuire of other owners before initiating procurement actions. 

Chert VI is illustrative of the menner in which interservice 
supply support works in action. 

It is the function of the Regional Coordination Groups to study 
regionel support patterns and make recommendations for establishing support 
channels on e besis of sound logistic and management principles rather 
than in eccordance with service membership. 

Forms Improvement, = Another significant cevelopment in the 
improvement of supply management should be noted. Joint agreement between 
the services in relation to supply forms resulted in a directive which 
became effective cn 1 July 1957 wherein fourteen approved standard forms 
eliminated fifty-two forms used by headquarters echelons plus several 
hundred other forms used at lower echelons. Standardization of forms will 
contribute greatly to the intelligence between departments end between 
lesser elements throughout the supply systems. 

oummery. - Considerations such as those examined in this chapter 
provide definite indication that a realistic recognition exists within 
the military services of the dynamic nature of logistics in modern military 
operation. They point up the realization of the necessity for accomplishing 
objectives which will assure positive coordination of the Armed Forces 
supply systens. There is practical evidence that action to accomplish 


this result is demanded by the Services themselves as well as by the Congress. 
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They further indicate that the Services are alert to the necessity for 
coordination of supply effort in those commodity ereas which, because of 
their technical nature, or for other reasons, are not planned for inclusion 


under the Single Manager Plan. 
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CHAPTLR V1 
CONCLUSION AND A LOOK TO THE FUTURE 

Evaluation. - Change is inherent in the order of things. Insofar 
as the forces which it is designed to support change, material management 
must change. The changes necessary to achieve support requirements must 
be anticipated. In this sense, material management will always present 
a "problem" ~ how to change to meet the climate of the times and the actual 
or anticipated requirements of forces requiring support. 

Prior to the National Security Act of 1947 the Department of 
Defense was non-existent and the Secretaries of liar and Navy reported 
directly to the President. Within these departments there were twenty-six 
supply syatems, seven in the Army plus an Air Technical Service Command; 
the Navy had eighteen different supply systems including the Quartermaster 
General of the Marine Corps. 

The National Security Act of 1947 brought the Air Force into being, 
and with it the Air Material Command, its supply system. Seven systems 
still remained in the Army, but the Navy had reorganized its systems into 
four, including the Quartermaster General, Marine Corps. 

With the implementation of Reorganization Plan No. 6 in 1953, the 
supply system had retained their status quo in the Army and the Air Force, 
but the Navy, through its "Integrated" Supply System, had reduced to a 
total of three, which still included the Quartermaster General, Marine Corps. 

The situation which confronted the Second Hoover Commission was, 


therefore, three military departments, separately administered, each with 
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its own concept of supply systems, each handling all items used by its 
department, whether common-use or technical in nature. As already noted, 
the Hoover Commission placed severe criticism on the duplication and 
overlapping between the departments in the field of common-use items, 
end made strong recommendations for putting the supply systems on a more 
centralized foundation. Other criticisms leveled at the systems were: 

1. They were alleged to be contrary to law (O'Mahoney Amendment). 

2. Departments jealously guard their separate autonomies. 

3. They continue to expand their supply systems in common item fields. 

4. In determining net requirements, the separate departments do 

not make use of each others assets.+ 
Accordingly, the Single Manager Plan, founded on Department of Defense 
Directive 4000.8, was established. 

The intricate details surrounding the Single Manager Concept have 
been presented in the foregoing chapters. One of the final questions is, 
"Does the Single Manager System meet the criticisms of the Hoover Commission 
Report?" With respect to making all purchases through a central agency, 
it does. In computing requirenents, controlling storage, accomplishing 
inspection, establishing training,and maintaining progress in standardization 
of items of supply, it does. Another question is, does it meet the criti- 
cisims of the Congress. based upon multiple systems for the same items, 
unnecessary duplication and overlapping, costly cross hauling, duplication 
of pipelines, and duplication of storage facilities, particularly in 


adjacent areas? It does. 


lassistant Secretary of Defense for Supply and Logistics, 


op. cit., p.34 
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In the last analysis, then, the Single Manager System has achieved 
its basic objectives, but it must not be presumed that the Plan is without 
disadvantages. 

While there is no doubt that this technique promotes a favorable 
climate for improvement in the area of requirements determination, the 
present concept falls short of providing a uniform method for developing 
uniform requirements determination. Similarly, as presently established, 
uniform distribution procedures cannot be attained. Great progress has 
been made in the centralization of these procedures vertically, but the 
horizontal centralization processes have been almost entirely neglected. 

The establishment of wholesale and retail levels of Supply has 
resulted in two management areas where one formerly existed. Accordingly, 
some of the overlapping and duplication which was the subject of the 
severest criticism may have merely been trensposed, 

Criticism has been leveled at this type of operation from the 
standpoint of morale. It has been argued that assignment to duty with 
another service is detrimental to an officer's career, This criticism may 
be specious, although it has probsbly some element of valid foundation. 

Finally, the fact that Single Manager activity is limited t the 
continental United States can be criticized from the point of view that 
large inventories overseas are thus excluded from all consideration. In 
Hany cases, such items might be of vital importence. 

Significant Accomplishments. - The Single Manager Plan hes been 
in operation for too short a time to equate its performance to dollar 
Savings. Nevertheless, some of the specific improvements which have been 


accomplished indicate that the overall concept is a step forwerd in attaining 
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| efficiency end effectiveness in materiel management. Every agency has 
made important progress. 

The Military Medical Supply Agency has effected a substantial 
reduction in nilitary personnel billets, civilian personnel positions, and 
has decreased requirements for office equipment end supplies es a result 
of the consolidation of the functions formerly performed by the three 
services individually. 

Medical material formerly stored at nineteen Army, Navy, and 
Air Force depots has been consolideted into fourteen wholesale stock points. 
This consolidation has significantly decreased the system's pipeline 
requirements. Emphasis on distribution by geographic area has eliminated 
cross hauling of medical material and reduced the longer nauls necessary 
prior to the Single Manager essignment. 

Capitalization of the inventories of the three services has per- 
mitted the application of additional assets to the services! specific 
mobilization reserve requirements and has provided a better evaluation of 
the overall readiness position for medical material. The pooling of these 
assets has also minimized the placing of items in a "not in stock" position 
end has facilitated the rotation of stocks. 

The WMSA Substitution List has provided for optimum utilization 
of substitute items, 

Combined stock stetus reporting and computing of requirements 
has resulted in fewer procurements, simplified procurement operations and 


has eliminated the need for croes-servicing arrengenents .“ 





Military Medical Supply Agency, System Memoranda, (Brooklyn: 
February 1958), pp.2-4 

















i 


. 
7 ee te ee ee 
— - - = A 
ee ee a ms yeh Gary " 
a ee 
a nn a eo ee Ak or) omnes 
———P — “AAA SALE - 
ie = : 
eet pe eo nodal 
ee ed 
LL > er Sm | UP - 
2 ee ee 
i A ee 
=e = = eee © ¢ eee 



































a. 





- 
' 











ee ee ee ee | 
=): ———- : 
ene as — ee Se ec! Sie 


aed ——, 
<—— > oe ¢ cam am ool MA 
~~ Geom —l MW enpanhe yor 


—_= 








es Ne a a” nl et oe 
rr dere ee 


————— ® 


eT 








a 







—— a TT 


. — — 6) hu oe eet) i 
=> = as | i ied 





67 

The Single Manager for Subsistence by utilization of the Cheatham 
Annex of the Naval Supply Center, Norfolk, Virginia has been able to 
accumulate inventory levels of perishable subsistence to the point that 
the use of commercial werehouses in the New York area can shortly be 
drastically reduced. 

Periodic consolidated listings of issue and demand data on non- 
perishable subsistence will fecilitate the development of requirements 
forecasts. 

The agency has conducted regiona) meetings with representatives 
of the meat industry in the United States with a view toward the improve- 
ment of specification and inspection requirements and quality assurance 
provisions. 

In conjunction with the Military Treffic Management Agency revised 
procedures have been developed with motor carriers which should reduce 
administrative and evaluation workload at MSSA activities, and provide the 
opportunity to realize lower freight rates. 

Significant progress has been made in full carload procurement and 
transportation in lieu of many more expensive procurement actions for LCL 
shipments. 

As with the MMSA personnel savings occured almost instantaneously. 

The Military Clothing and Textile Agency has been operational for 
a much shorter period of the time than some of the other agencies. There 


are indications, however, that early improvements will accrue in the area 





3*Report on Single Manager Subsistence Assignment," Report Control 
Symbol DD - S and L (TW) 5758, Period knding 31 December 1957, 
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of inventory reductions, and in the utilization of clothing and textile 
items found to be in a position of long supply. 

A possible reduction in Navy enlisted men and women's clothing 
items as of 1 July 1958 has been atiributed to the improved procurement 
methods resulting from the Single Menager System.” 

In the development of its field structure the Military Traffic 
Management Agency consolidated and phased out of existence sixteen 
departmental field traffic offices and replaced them with five regional 
and three branch offices.° 

The Military Sea Transportation Service has been singulariy 
Successful in its operation almost since its inception in 1949. Although 
not formally established as a Single Manager Assignment until May 1956, 
it has functioned during its entire period of existence in complete 
consonance With the Single Manager theory. Operating under the Industrial 
Program, it has achieved efficiency in operations, management flexibility, 
and substantial dollar savinga through effective cost control. 

In the light of the proved success of the MSTS operation, it can 
reasonably be assumed that the administrative savings already realized 
in the short life span of the other Single Manager agencies will ultimately 
reflect équivalent dollar savings when sufficient historical data is 


eccumulated to evaluate these accomplishments objectively. 





4™Navy Garb Cost May Dip in Fiscal '59," Navy Times, March 22, 1958 


JDepartnent of the Army, Office of the Chief of Transportation, 
MTMA's First Year: FY 1957 (Washington: July 1957), p.3 
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The Future. - The twelve year period following the conclusion 





of Yiorld War II has witnessed technological advances which have revolu- 
tionized the besic concepts of warfare. This same technological progress 
has introduced clements of strategy, tactics, and logistics almost undreamed 
of in the past. Responsiveness of the supply support systems has become 
increasingly more complex with cevelopments such as; the current emphasis 
cn mobility and instentaneous retaliatory capability, the high cost of 
equiprents and materials, and the wide dispersal cf ships end aircraft. 
One of the means for satisfying these new logistic requirements is through 
the Cingie Manager Plan. Its extension is proposed for other creas: 
warehousing, procurement, research and development, tidewater terminal 
operations, general stores (hand tools, hardware, etc.), automotive 
Supplies and parts, lumber, furniture, office machines, resale merchandise, 
paper end paper products are some that have been considered susceptible. 
It is believed that the Single Manager system offers meximum flexibility, 
but the cangers of over~centralization must not be disregerded. Likewise, 
care must be exercised thet the extension of the system to other areas 
does net result in another whole series of seperate supply systems fraught 
with all the deficiencies which the plan was designed to correct. Defense 
ageinst atomic attack is a consideration that should never be overicoked. 
Perhaps decentralization of military supply operations, rather than 
increased consolidation, may prove to be the wisest course in the long 
run. 

Tae Single Manager Plan can be compared to one of the trees in 
the forest. If it is a healthy tree, it will live and flourish; if it 


is not healthy, it will wither and die, and other trees will come up to 
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70 
take its place. The Plan is not a finished product; further refining 
is indicated. In ccncept, however, it is sound, and it is considered 
that it will prove a valuable device for integrating the logistic opsre 
ations of all the military departments at coneiderable savings to the 


taxpsyers. 
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APPENDIX A 


5 September 1952 
NUMBER 4000.8 


DEPARTMENT OF DEFENSE DIRECTIVE 


MILITARY SUPPLY SYSTEM REGULATIONS 


PURPOSE 


The purpose of this directive is to establish basic 
regulations designed to achieve an efficient and practical 
operation of an integrated supply system (including 
procurement, production, warehousing, and distribu- 

tion of supplies and equipment, and related supply 
functions) to meet the needs of the military depart- 
nents, without duplicating or overlapping of either 
operations or functions, in accordance with the pro~ 
visions of Section 638 of the Department of Defense 
Appropriations Act, 1953. 


~GOPL AND APPLICABILITY OF Tit neGULATIONS 


On and after & September 1952, no officer or agency in 
or under the Department of Defense shall obligate any 
funds for procurenent, production, warehousing, dis- 
tribution of supplies or equipment or related supply 
Hanagement functions, except in accordance with these 
regulations and further directives issued by the Secre- 
tary of Defense or an officer of his office under the 
title of "Military Supply System Regulations." (See 
section IV of this directive for method of effecting 
changes in existing regulations, procedures and instruce- 
tions end for interim effectiveness of existing regule- 
tions, directives, procedures, and instructions until 
changed e ) 


GENERAL PRINCIPLES GOVERNING MILITARY SUPPLY SYSTEM 
REGULATIONS 


In order to accomplish the purpose set forth in Section I 
above, the following principles are hereby established 
from which deviations may be permitted only by the officers 
of the Office of the Secretary of Defense charged with 
implementation of these regulations. 
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5 September 1952 
4000.8 


A. PROCUREMENT 


ue 


Re 


Procurement will be in accordance with vrocedures 
which include timely submission of consol- 
idated requirements, the phasing of require- 
ments, market enalysis, phased placement of 
orders, and phased delivery schedules, 


Procurement procedures shall continue to be 
improved by such considerations as : efforts to 
reduce contract preparation time; maximum use of 
definitive contracts; simplification and stand- 
ardization of contract forms and accounting pro- 
cedures within and between military departments; 
improving the vrocess of negotietions; and proper 
use of formal advertising and negotiation in 

the »vlacement of contracts. 


Purchesing shall be done on the basis of close, 
accurate and definite pricing to the greatest 
extent possible at the time of nezotietion of 
contracts, in order to reduce the necessity for 
price redetermination and refunds under renego- 
tiation. Price redetermination provisions shall 
generally provide for dowmward edjustments only. 
When upward price redetermination provisions are 
used, a reasonable ceiling shall be included 
therein and the obligation set up shall reflect 
the ceiling price. 


Price redetermination shall be conducted within 
the time period specified in contracts, and con- 
tracts shell be promptly modified to reflect 
resulting revisions, in order to facilitate close 
pricing, to provide firm price information, and 
to avoid possible conflict with statutory renego- 
tiation proceedings, 


Single procurement in the form of single depart- 
ment, joint egency or plant cognizance shall be 
effected whenever it will result in net advan- 
tages to the Department of Defense as a whole, 
except in so far as it can be demonstrated that 
such procurement will adversely affect military 
operations, This principle will also apply to 
procurement from all government-owned plants, 
whether operated by the government or a con- 
tractor. 


72 





| 5 September 1952 
4000.8 


| 6. In order to eliminate unnecessary handling, 

werehousing and transportation, direct deliv- 

| eries from suppliers to points-of-use shall 

| be made to the maximum extent possible, except 
in those specific cases where it can be demon- 
strated that there would be no net advantage 
to the Department of Defense as a whole. 


Be. Commerciel and Industrigl-Type Facilities 


1. Commercial and industrial-type facilities 
(including, among others, warehouses, motor 
repair shops, bakeries, and laundries) operated 
by each of the militery departments shall be 
made available to the maximum extent for the 
use of any of the military departments. Exist- 
ing commercial and industrial-type facilities 
shell be surveyed to determine the need for 
their continued operation end retention. Such 
facilities will not be continued in operation 
where the required needs can be effectively and 
econornically served by existing facilities of 
any department or where private comercial 
facilities ere available, except to the extent 
that such private commercial facilities are not 
reasonably available or their use will be demon- 
strably more expensive or except where the opera- 
tion of such fecilities is essential for training 
purposes. No facilities, not in operation, shall 
be retained unless necessary for mobilization 
reserve. Cost accounting methods will be en- 
ployed to assist in formulation of decisions 
concerning cross-servicing, establishment or 
continuance of such ectivities in or under the 
Department of Defense. 


2. Additional facilities of these types shall not 
be esteblished or acquired by a militsry depert- 
ment unless the required needs cannot be effec 
tively served by existing facilities of all of 
the departments or by private commercial facil- 
ities. Except in a zone of action (e.¢g., Korea), 
no such additional facilities shall be estab- 
lished or acquired without prior approval of the 
Secretary of Defense. 


| CGC. Distribution 
| 1. Within each military service (Army, Navy, 


| Marine Corps and Air Force) there shall be 
established and maintained but one single supply 
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5 September 1952 
4000.8 





end inventory control point for each specified 
category of items. The translation of estab- 
lished stock levels into quantitative terms and 
the determination of requirements wiil be 
achieved by the appropriate supply control point 
based upon information available to the control 
point, including accurate, timely and complete 
renorts from its supported activities, 


As a minimum, all supoly accomting et depot, 
post, camp, station, base and installation 
levels will be developed to achieve integra- 
tion and uniformity on a quantitative and 
monetary basis, excent for sunplies and property 
with troop units and afloat, where periodic 
quantitetive inventories only will he required. 
(In-transit stocks, government-owned stocks in 
hands of contractors or government industrial 
facilities, and stocks aboard supply ships and 
tenders will be considered sa vert of aggregate 
depot, post, camp, station, base and installation 
stocks, 


Stock levels shall be established and mainteined 
at the lowest practicable level. Such prescribed 
stock levels shel). be uniform between military 
departments where similar conditions exist. 
Fffective controls will be estedlished in all 
areas and at all levels to inaure compliance 

with approved stoc* levels, 


Within unified commands, mified logistic 
arrangements for overseas theatres will be 
further develoned., 


Each category of common-nse stendard-stock items 
will be procured, varehoused, and distributed by 
not more than one agency within each military 
service (Army, Navy, Marine Corps and Air Force). 
(The term 'tommon-use steandard-stock items" as 
used in these regulations includes items simi- 
ler in character used by two or more depart- 
ments or subdivisions thereof for the seme 

or closely related purpose. FExamoles of such 
items or categories of items are: subsistence, 
medice] and dental supplies, lumber, hardware, 
fuels and lubricants, household end office type 
furniture and material, general housekeeping 
material, individual clothing and equipment, and 
vehicvler spsre varts). 


Th 
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5 September 1952 
4000.8 





Stocks of common-use standard-stock items will 
be financed through Stock (revolving) Funds. 
Special attention shall immediately be given 
to all categories of commoneuss standard-stock 
items including those listed in 5 above. 


Integrated supply support for common-use standard- 
stock items will be developed. In aress within 
the United States and overseas, supply support 
will be accomplished by single service assignment 
in which one department will support all others, 
or by cross-servicing in such aress in which supply 
support will be obtained by one department from 
the neerest or most economical] source without 
regerd to which depertment controls Such source, 
unless it can be demonstrated thet such support 
will adversely sffect military operations or will 
not result in net adventages to the Department of 
Defense es a whole. 


D. Cataloging end Stendardization 


1. 


Re 


Le 


De 


The cateloging and standardization programs will 
be vigorously expedited in accordance with the pro- 
visions of Public Law 436, 82nd Congress. 


All supply items in the three military depart- 
ments shall be described, identified, clessified, 
and numbered, in accordance with a uniform method 
for all categories of materiel. 


The uniform cetalog date for eech specified cate- 
gory of material shall be utilized in ell supply 
operations from reavirements celeulation to final 
Gisposeal, by replacing existing data in accord- 
ence with prescribed schedules. 


The highest precticable degree of standerdizetion 
of items shall be achieved through the development 
and use of single specifications, through the 
elimination of overlapping and duplicating item 
enecifications, and throuch the reduction of the 
number of sizes, kinds, and types of generally 
similar items. Procedures shall be develored to 
require the use of applicable standard specifica- 
tions by all] procurement egencies. 


Duplication in the inspection of material pro- 
cured by the military departments will be 
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5 September 1952 





eliminated by the coordination of inspection 
organizations and by the standardization of 
inspection formats. 


Packing, packaging, preservation and marking 

procedures in the three military departments 

will be made uniform, consistent with opera- 

tional requirements, and wherever practicable 
Will parallel those used in in dustry. 


Commercial specifications and standards, when 
practical and economical, will be edopted end 
integrated in the military specifications and 
Standard systems. 


The proprems for renovation of economically 
reparable material will have es their objectives 
the maximum coordinated and timely utilization 
of such resources in lieu of new procurement. 


Supply discipline to encourage effective main- 
tenance and preservation of equipment in use 
will be exphasized. Issve of materials from 
storage for treining end garrison purposes will 
be based upon maximum utilization of obsolescent 
and limited-life materiels. 


Programs will be established to eliminate or 
reduce uses of strategic and critical naterials. 
Within categories of materials, consideration 
Shall be given not only to relative availebiiity 
under current conditions but also under mobiliza- 
tion conditions; in the establishment of specifi- 
cations and standards, including the use of alter- 
nate specifications and standards, less critical 
material of greater cost may be specified within 
reasonable price limitations. 


Fe Utilization and Disposal 


Programs will be established for the maxinmmumn 
utilization of property, including screp, which 
will include continuous review of stocks to 
essure they ere active, to determine which 
property is excess, to make maximum use of 
available storage snace, end to minimizs main- 
tenance and storage costs. 
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Programs for utilizaticn or disposal of govern- 
ment material and property will provide for 
continous screening to make available the 
excess property of any one dspartment to meet 
the needs of others, In order that adequate 
information may be available to other depart- 
nents before bulk procurement is undertaken, 
an adequate and practicable reporting system 
will be esteblished which wil) include reports 
to and from the appropriate suvply control 
points of the existence of such excesses. 


Programs for handling screp material will pro- 
vide for the segregation and identificetion of 
strategic and critical materiels, 





Ze 


The manecement, control, routing, negotiation, 
and procurement of transportation services for 
the movement of persons and things shall be 
accomplished in aecordance with traffic manare- 
ment policies designed to achieve and assure 
efficient and economical treffic nenrgement. 


Transportation ectivities of the military depart- 
ments in both current and mobilization planning 
aspects will be coordinated vith those of the 
civilisen economy through the appropriate agencies 
within the Department of Defense end the civilian 
agencies. 


Production 


1. 


Production programs for the military departments 
shel] be realistic, orderly, end achedvled to 
meet phased requirements, Such programs shall 

be developed on the basis cf: the relative 
evailabilities of facilities, materials, materiel, 
money end mannower; the relative eveilebility of 
each item in relation to all other items which 

are essential to its emnlorment; end the feasi- 
bility of programmed rates of acquisiticn. Once 
the evprovec active forces sre reized and modern 
ized and current operating stocks end mobilisa- 
tion reserves (not in eyeess of those provided 

in plans approved by the Secretery of Defense) are 
on hend, maximum feasible reliance wil? be placed 
on continuing expansible production rather than on 
the sccumulation of reserve stocks of end items, 
Accordingly, the basic objective of the military 
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procurement progrem will te to supply to the 
services the material and equipment required 
for the timely accomplishment of their resnec- 
tive missions, In doing so, procurement and 
Celivery of 211] items must be scheduled in 2 
carefully planned and baianced manner to meet 
the actual service needs. At all times the 
present and future productive capacity of in- 
dustry nust be given full consideration and 
plans muet, among other things, provide for the 
maintenance of production lines, and wherever 
possible, when computing requirements, take into 
account, the ranid expansibility of these lines. 


In computing mobilization requirements, end in 
planning for production during mobilization, 
consideration shall be given to the savalilability 
of men, materials, materiel, and facilities (all 
expressed both in quantities and dollers), and 
the relative availability of each item to other 
itens essential to its utilization, end to the 
feasible rate of acquisition. 


No funds shall be obligated ror industrial 
mobilization activities excevt in full come 
pliance with applicable legislation (currently 
Section 623, P.L. 434, 8lst Congress, approved 
October 29, 1949). 


Current vroduction programs will be integrated to 
the maximum extent vracticable with mobilizetion 
plans established under the "Production Alloca- 
tion Program, * 


Relative urgencies between military programe and 
the system for determining them will be kept 
under continuous review, 


Meximun uti ization will be made of reserves of 
macaine tools and production equipment before 
initiating procurement of such items. Machine 
tools should be procured to meet the require- 
ments of current preduction ond to estahlish 
tooled production lines with such mobilization 
Capacity as may be approved by the Secretary of 
Defense, The highest priority is to be given 
to the requirements for current production needs, 
and the second priority is to the machine tool 
requirements for approved mobilization capacity. 
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7. Industry shall be encouraged tc expand productive 
copacity through private finencing. 


8. Government expansion of facilities will be under- 
taken only after consiceretion cf available 
capacity of privately-owned end government-omed 
or operated facilities and when indicated by 
screened mobilizeticn needs, 


L. Personnel and Training 





1. Within each military department, « definitive: 
program will be established for the recruitment 
end treining of comnetent military and civilian 
personnel to serve in the areas of procurement, 
production, werehovsing, end distribution of 
supplies and equipment, end related supply man- 
asenent functions, Rotation, promotion, end 
assignment policies within each militery depsrt- 
ment will be edapted to assure the most effective 
use of trainea personnel within these areas, 


Je Requirements Kevyiew 


1. in each military cepartment, there shall be estab- 
lished anc mainteined, responsible directly to the 
secretary of the military departwent concerned, 
en office or srency charved with making an ede~ 
guate end thorough audit and review of require- 
mente for materiel, materials and facilities, 
including responsibility for monitoring tie 
development of the systems and methods fcr com- 
puting such requirements. 


K. Supply System Expansion Prohibitied 


1. Eifective on and efter September &, 1952, until 
mocified by a directive issued by the Secretory 
of Llefense, end regerdiese of any prior inter- 
denartmental agreements, end without the n=cessity 
of eny implementing directive described in 
peragreph IV 1 belo, no edditional independent 
or expanded supply facilities for common-use 
standard-etock items of supplv shell be crested 
without prior approval by the Cecretary of Defense. 





IMPLEMENTATION 





1. Many of the foregoing principles ere whally or pertially 
immlerented by outstanding directives issued by the 
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| weerctary of Defense or by an office or agency of the 

| Office of the Secretary of Defense, Such directives 

| shall become a part of the hillitary Cupply System 

| Regulations when certified as in confortiance With these 
regulations by the Secretary of Defense or such 
officer of his office as he shell designate. Other 
principles will require implementation by new or amended 

Girectives, The Secreter; of cefense will issue 
instructions to the appropriate officers of his 

| office to proceed promptly with such imlementation. 

| 

| 


2. The regulations, procecures and inetructions of the 
military departments will be progressively end promptly 
altersd to reflect the changes wade by each implemen- 
ting directive provided for in paragraph 1 above as 
follows: The Secretaries of the militery depertnentes 
shell, ef soon as may be after the issuance of each 
sue cirective, end in any event within the time speci- 
fied such directive, cause regulations, procedures 
and instructions iesved by them or thelr subordinates 
relevant to the portion of these regulations being im- 
plemented by such directive, to be revised to incore- 
porate the substence of said portion of these regula- 
tions 26 implemented b: such directive, and shall 
promptly submit to the Secretery of Defense for 
epproval euch revision to regulations, procedures 
and instructions (other than those relating to par- 
ticular trensacficns) issued by the Lead of any 
bureau, technical service (including for the Air 
Force, the Air Veteriel Covmerd), or equivalent or 
higher suthority. After making such changes, if any, 
in such revision as the Secretsry of Defense cr his 
Cesignee may deem necessary to cause such revision to 
incorporete the substance of these regulations es 
eforeseiad, tne Secretery of Defense or his designee 
shall approve such revision end such revision shell 
become effective upon the effective date specified in 
such approval; and thereupon such revisicn shall bee 
come a pert of the Military Supply System Regulations. 


3. Except as may be otherwise proviced in any inplementing 
@ircctive proviced for in peragraph 1 above, all regu- 
lations, directives, procedures and instructions of 
the Office of the Ceeretery of Defense and of the mile 
itery departments shall remain in full force and 
effect until changes therein becore effective as nro- 
vided above. 
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Each officer of the Secretary of Defense responsible 
for taking action by way of implementation of these 
regulations shal] meintsin a record of major ecticn 
taken by him. A similar record will be maintained 
by each militery depertment., Menthly progress ra- 
ports regarding the implementation of this directive 
and directives provided for in paregranh 1 above 
will be made to the Secretery of Defense by each 
such officer of the Office of the Secretary of 
Defense and by the Secretary of each military de- 
partment beginning 30 days from the date of this direc- 
tive, The reporting period will be changed to quare- 
terly at a future date dy a further directive of the 
Secretary of Defense, 


/s/ 


Secretary of Defense 


82 

















BIBLIOGRAPHY 


BOOKS 
Burkhead, Jesse, Government Budgeting, New York: John Wiley and Sons 


Ine., 1956. 


Holden, Peul E., Fish, L. S., and Smith, Hubert L., Ton Management 
Orgenization and Control, Stanford University Press, 1941. 


Huzar, Elias, The Purse and the Sword, Cornell University Press, 1950. 


MacNeil, N. and Metz, H. W., The Hoover Report 1953-1955, New York: 
The MacMillan Company, 1956. 


PERIODICALS 


Anderson, Webster, Maj. Gen,, “Buying for Defense," The Quartermester 
Review, Sept. =- Oct. 1956. 


Burrell, J. C., Captain, SC, USN, "The Navy Sparks Interservice 
Cooperation in Procurement," Newsletter, U. S. Navy, Bureau 
of Supplies and Accounts, July 1957. 


Davies, Paul L., "A Business Look at the Army," Harvard Business 
Review, July - August 1954. 


Duffield, Eugene S., "Organizing for Defense," Harvard Business Review, 
Sept. id Oct. 1953. 


"How Single Manager Plen Operates," The Military Market, December 1956, 
Navy Management Review, Navexos P-910, Vol. I, No. 8, August 1956. 


‘New Military Supply Plan to Lump Bulk Buying,® Armed Forces Manggement, 


Rockwell Ki. F., "Assassination of ASTAPA," Quartermaster Review, 
Mareh - April 1954. 


"Single Manager Concept," Army Digest, November 1957, 
"The Fourth Service Fight," The Military Market, November 1957, p.9. 


"The Single Manager Plan," Newsletter, U. S. Navy, Bureau of Supplies 
and Accounts, Mareh 1956. 


Tongren, H. N., LCDR, SC, USN, "Interservice Supply Support Committee, ® 
Newsletter, U. S. Navy, Bureau of Supplies and Accounts, June 1957, 





‘Unified Food Supply System," The Quartermaster Review, March - April 1956. 


82 








2 ee 





et ee me nn en eal 













sg eer Ee TT etme Ch 
a met amie - 





— sn ee genes) 














Bate ¢ 
pre als i — ' 


7 








= 









et Oot, “ie a — 


" a" +. , ya 
= , « «t-te Bn 5} _ 
Hoag? 
vo - ant cl eee Oo tee - 74 














NENSPAPERS 
The Navy Times, (Washington, D. C.), March 22, 1958. 
REPORTS 


Syracuse University, Business and Economic Research Center, Joint 


Procurement of Medical Equipment and Supplies, June 1952. 


University of Washington, Bureau of Business Research, Subsistence 
Procurement for the Armed Forces, October 1952. 


Weidman, Donald Joseph, The Single Manager, Individual Study, George 
Washington University, Washington, D. C., June 1957. 


OFFICIAL DOCUMENTS 


Commission on Organization of the Executive Branch of the Government, 
Business Organization of the Department of Defense, June 1955. 


Commission on Organization of the Executive Branch of the Government, 
Task Force on Procurement, Goordinated Procurement, June 1955. 


Draper, Wim. H., and Strauss, Lewis L., Coordination of Procurement Between 


the W d Navy Departments, February 1945. 


Industrial College of the Armed Forces, Publication 657-71, The Single 
Manager Concept for Supply Management, November 1956. 


Military Medical Supply Agency, MMSA System Memorands, February 1958. 


Military Medical Supply Agency, Organizational and Functional Charts 
and Staffing Requirements, Undated. 


Military Medical Supply Agency, Single Manager Assignment Quarterly 
Report, December 1957. 


Military Subsistence Supply Agency, MSSA Report on Tidewater Subsistence 
Stoeks, June 1957. 


Report on Single Manayer for Subsistence Assignment, Reports Control 
Symbol DD-S&L (TW) 5758, December 1957. 





U. S. Army, Chicago Quartermaster Depot, Organization Manuel, Sept. 1951. 


U. S. Army, Office of the Chief of Transportation, MIMA's First Year 
FY 1957, July 1957. 


U. S. Army, Office of the Chief of Transportation, MIMA Single Managership 


of CONUS Traffic, August 1956, 


83 


mT cE 


©... aa 


. 
— oo 
se @ ie wes | 
a oo 
‘wr. 






“Adee oo esos 
“See 


ea a me + sae 


= 





i 








U. 


U. 


U. 


U. 


U. 


U. 


U. 


U. 


U. 


U. 


U. 


U. 


U. 


84 


Army, Office of the Deputy Chief of Staff for Logistics, The Fourth 
Seryice of Supply and Alternatives, 1955. 


Congress, Congressional Record, Washington, D. C., February 23, 1956. 


Congress, Defense Approprigtions Act of 1953, 538 P.L. 488, &2nd 
Congres#@, 2nd Session, 1952. 


Congress, National Security Act of 1947, P.L. 253, 80th Congress , 
lst Session, 1947. 


Congress, National Security Act Amendments of 1949, P.L. 216, 
Slst Congress, lst Session, 1949. 


Department of Defense, Assistant Secretary of Defense (S&L) Memo, 


Policy Guidance for Ad Hoc Committee on Supply Systems for 
Common-use Items, November 13, 1953. 


Department of Defense, Assistant Secretary of Defense for Supply 
and Logistics, Single Maneger System, May 1956. 


Department of Defense Directive 4000.0, Military Supply System 
Regulations, 5 September 1952. 


Department of Defense Directive 4000.8, Basic Regulations for ‘the 
Military Supply System, 17, November 1952. 


Department of Defense Directive 4000.11, Records and Reports Under 
Basic Regulations for the Military Supply Syatem, 29 Sept. 1953. 


Department of Defense Directive 4200.1, Requirements Planning Study, 
1 February 1954. 


Department of Defense Directive 7420.1, Stoek Fund Regulations, 
1 February 1954. 


Department of Defense Directive 4140.1, Inventory Management, 


Department of Defense Directive 4140.2, Management of Mobilization 
Reserves, 28 July 1954. 


Department of Defense Directive 4140.4, Management of Material 
Pipelines, 3 September 1954. 


Department of Defense Directive 4120.3, Standerdization Programs, 
15 Oetober 1954. 


Department of Defense Directive 4145.9, Cross-Servicing in Storage 
Activities, 7 March 1955. 





Department of Defense Directive 4140.6, Interservice Supply Support, 
§ July 1955. 


ee iinet epee eee oes cm 
: - 


Sn « Td ane mi ali TP + 2 


ngs” * 








ee te ee 


U. 


&5 


Department of Lefense Directive 4130.4, Utilization of Federal 
Catalog Data, 6 July 1955. 





Department of Defense Directive 7200.1, Consumer Budgeting and 
Funding, 18 August 1955. 


Department of Defense Instruction 4115.1, Single Service Purchase 
Assignments, 12 October 1955. 


Department of Defense Instruction 4200.6, Requirements Program 
Control, 14 December 1955. 


Department of Defense Directive 5160.12, Policies for Implementation 
of Single Manager Assignments, 31 January 1956. 


Department of Defense Instruction 4140.9, Inventory Manacement 
Report for Meterial in the Military Supply Systems, 27 April 1956. 


Department of Defense Directive 5160.14, Single Manscer Service 
ssirnment for Traffic Manacement liithin the United States, 
1 May 1956. 





Department of Defense Directive 5160.11, Single Manager Assignment 
for Subsistence, 3 May 1956. 


Department of Defense Directive 5160.15, Single Manager Assipnment 
for Clothing and Textiles, 4 May 1956. 


Department of Defense Directive 5160.16, Single Manager Assignment 
for Medical Material, 4 May 1956. 


Department of Defense Directive 5160.10, Single M er Service 
Assicnment for Ocean Transportation, 2 oe Mey tote. 

Department of Defense Directive 4140.10, Forms for Obtaining and 
Proyiding Supply Support, 1 July 1956. 


Department of Defense Directive 5160.1&%, Single Manager Assignment 
for Petroleum, 24 July 1956. 





Department of Defense Directive 5160.2, Single Manager Assi 
for Airlift Service, 7 December 1956. 


Department of Defense, Secretary of Defeat Memorandum for the 
Secretaries of the Army, Navy, and Air Force, Single Manager 
Assignments, 31 January 1956. 


Navy, Bureau of Supplies and Accounts, Im aa of ee 


2 SR mm ee ee te 


Navy, Bureau of Supplies and Accounts, A Plan for Optimum Organization 


for Supply Support of the Armed Forces in Areas Not Covered 
by Single Manager Assignments, March 1956. 







5 
. | Le eect © epee SCF 
= 
i pal ees HOOT rote omen 6 ms ‘ 














ot The 





ae 





=a 


A sith rs & deed 4 
n — . _- 
J “er 
















arnt St 
oe i 6 itu? 


Cov) 10m Se ont en o ‘ 
=o oats anaman saliind 


i] 
| ee ee ae 
e —— 


~~ a, Bee lo 
sr .. msn 0 - 





tam men 





hae 


&6 


U. S. Navy, Bureau of Supplies end Accounts, Supply Support of the Navy, 
NAVSeandA Publication 340, September 1957. 


U. S. Navy, Office of the Comptroller, The Navy Industrial Fund Progran, 
June 1956, 


U. S. House of Representatives, Slst Congress, let Session, Heerings 
end Report of House Committee on Armed Services, Unification 
and Strateg y F 1949. 


U. S. House of Representatives, S2nd Congress, 2nd Session, H. R. §130, 
June 9, 1952. 


U. S. House of Representatives, SA4th Congress, lst Session, H. R. 7136, 
July 13, 1955. 


U. S. President (Eisenhower), Reorganization Plen Number 6, 1953. 
U. S. Senate, S4th Congress, Ist Session, S, 2538, July 13, 1955. 


UNPUBLISHED MATERIAL 


Knickerbocker, Wi. L., RADM, SC, USN, Presentetion to House Appropriations 
Committee, April 1957. 


Knickerbocker, Vv. L., RADM, 5C, USN, Single Manager Plan for Medicgl 
Supply, March 1957. 





























thesH957 
The single manager concept : 


TED 





3 2768 002 13284 7 
DUDLEY KNOX LIBRARY 





